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CALENDAR 

SCHOOL  OF  DENTISTRY 

SESSION   1967-1968 

1967 

Aug.   28,   Monday   Registration  for   Freshmen. 

Aug.  29,  Tuesday  Registration  for   Sophomores. 

Aug.  30,  31;  Sept.  1, 
Wednesday,  Thurs- 
day,   Friday    Orientation   for    Sophomores. 

Sept.  4,  Monday  Labor   Day.     University  holiday. 

Sept.    5,   Tuesday   Official  opening  of  the  First  Semester. 

All  classes  and  clinic  activities  begin. 

Registration  for  Seniors  and  Juniors. 

Mass  of  the  Holy  Spirit  at  4  p.m. 

Sept.  12,  Tuesday  Latest  date  for  payment  of  tuition. 

Oct.   16,  Monday  Mid-semester  examinations  begin. 

Nov.  1,  Wednesday All  Saints  Da\.     University  holiday. 

Nov.   22,   Wednesday   Thanksgiving  holidays  begin  at  5  p.m. 

Nov.   27,   Monday   Classes  resumed. 

Dec.    8,    Friday    Immaculate    Conception,    University 

holiday. 

Dec.    14,   Thursday   Semester  examinations  begin. 

Dec.   22,  Friday  Christmas    holidays    begin   at    5    p.m. 

End  of  First  Semester. 


1968 

Jan.    15,    Monday    Second  Semester  begins.     All  classes  and 

Clinic  activities  resumed. 
Payment  of  tuition. 
Jan.  22,  Monday  Latest    date    for    payment    of    tuition    for 

all  Classes. 

Feb.  23,  Friday  Mardi   Gras   holidays  begin   at   5   p.m. 

Feb.   29,   Thursday   Classes   resumed. 

March  4,  Monday  Mid-semester  examinations  begin. 

April  10,  Wednesday  __-  Easter  hoUdays  begin  at  5  p.m. 

April  17,  Wednesday  Classes  resumed. 

April  24,  Wednesday  Award    Day,    11    a.m. 

April  26,   Friday  Final  examinations  begin  for  Seniors. 

May  6,  Monday  Final    examinations     begin    for    Juniors, 

Sophomores  and  Freshmen. 

May    13,    Monday   Baccalaureate  Mass,   5  p.m. 

May   14,   Tuesday  Commencement  Exercises,  8  p.m. 

May   20,    Monday    Summer  Clinic  begins. 

May  23,   Thursday   Ascension   Day.     University   holiday. 

July  3,   Wednesday   Fourth  of  July  holidays  begin  at  end  of 

Clinic   period. 

July  8,  Monday  Clinic  Activities  resumed. 

July  19,  Friday  Summer  Clinic  ends. 
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Assistant  Professor  of  Biochemistry  and  Dental  Materials 

JOSEPH  V.  SCHLOSSER,  B.S.,  M.D., 
Special  Lecturer  in  Oncology 
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EDWARD  L.  SCHMIDT,  Jr.,  B.S.Pli., 

Instructor  in  Pharmacology 

JOHN  F.  SIMON,  Jr.,  B.A.,  M.A.,  D.D.S.,  M.S.D., 

Assistant  Professor  of  Pecloclontics 

JOHN  L.  SMITH,  B.S.,  D.D.S.,  M.S..D.,  F.I.C.D., 

Clinical  Associate  Professor  of  Oral  Surgery 

PRESCOTT  E.  SMITH,  D.D.S.,  F.A.C.D., 

Associate  Professor  Emeritus  of  Orthodontics 

CHARLES  J.  SOMERS,  B.S.,  D.D.S., 

Assistant  Professor  of  Prosthoclontics 

MARY  C.  SPRINGSTEAD,  R.D.H., 

Instructor,  Curriculuni  of  Dental  Hygiene 

GORDON  STEVENSON,  B.S.,  M.S., 

Assistant  Professor  of  Microhiology 

LEE  F.  STRAUB,  D.D.S., 

Assistant  Professor  of  Prosthoclontics 

CHARLES  C.  SWOOPE,  Jr.,  D.D.S., 
Assistant  Professor  of  Prosthoclontics 

RAYMOND  J.  TALBOT,  D.D.S., 

Associate  Professor  of  Oral  Diagnosis  and  Boentgcnology 

J.  ROLAND  THOMPSON,  B.S..  M.S.,  Ph.D.,  M.D., 

Associate  Professor  of  Anatomy 

SIDNEY  L.  TIBLIER.  B.A..  M.S..  D.D.S.,  F.A.C.D., 

Professor  of  Ethics  and  Dental  History 

Senior  Visiting  Dental  Surgeon, 

Loyola  University  Division  of  Charity  Hospital 

FRANK  J.  VARELA,  LL.B., 

Lecturer  in  Dental  Jurisprudence 

EDWIN  V.  VIGNES,  D.D.S., 

Clinical  Assistant  Professor  of  Pecloclontics 

RICHARD  A.  WALLE,  D.D.S., 

Associate  Professor  of  Orthodontics 

MALBERN  N.  WILDERMAN,  M.S.,  D.D.S., 

Associate  Professor  of  Periodontology  and  Histology 

Visiting  Dental  Surgeon, 

Loyola  University  Division  of  Charity  Hospital 

F.  HAROLD  WIRTII,  B.S.,  D.D.S.,  F.A.C.D..  F.I.C.D., 
Guest  Lecturer 

RIZKALLA  ZAKHARY,  B.S.,  M.S.,  Ph.D., 
Assistant  Professor  of  Gross  Anatomy  and  Physiology 
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ASSISTING  STAFF 

ELIZABETH  ANN  xVRMSTRONG,  B.S.,  in  M.T., 
Medical  Technologist 

SARA  BOWDRE 

Clerk  in  Endodontics,  Periodontics,  and  Oral  Surgery  Clinics 

DANIEL  E.  BURAS,  B.S., 
Research  and  Laboratory  Assistant 

MARIE  COPPING 

Clerk  in  Crown  and  Bridge, 
Pedodontics  and  Operative  Clinics 

MARY  DANIEL 

Clerk-Typist  in  De^ital  Research 

JOSE  R.  DARDANO 

Medical  Technician 

*  MAXWELL  B.  DAVIES,  C.D.T., 
Dental  Technician 

MARGARET  DeLERNO 

Central  Supply  Clerk 

NEVA  DISCON 

Stenographer-Clerk 

SUSAN  DUFOUR 
Stenographer-Clerk 

LINDA  DUNBAR 

Executive  Secretary 
Curricidum  of  Dental  Hygiene 

ELDA  H.  HEINY 

Central  Supply  and  Order  Clerk 

JOAN  L.  HIMEL 

Office  Assistant 

RUBY  HOOD 

Clerk  in  Endodontics,  Periodontics,  and  Oral  Surgery  Clinics 

'Deceased   March  3,   1967. 
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STELLA  LeBOEUF 
Clinic  Clerk  and  Cashier 

ELIZABETH  LEDET 

Clerk-Typist  in  Prosthodontics 

OPLE  MABERRY 

Clerk  in  Clinic  Record  Office 

EVELYN  McKINLEY 

Clerk  in  Roentgenology 

TERESA  MIRE 

Clerk-Typist  in  Histology  and  Pathology 

MARY  CLAIRE  OHLMEYER 
Recording,  Receiving  and  Appointment  Clerk 

VIRGINIA  SAVERS,  B.S. 

Science  Laboratory  Assistant 

LINDA  SEGRETO 

Stenographer-Clerk 

VICTORIA  THORPE 

Stenographer-Clerk 

EM]\IA  TURNER 

Clerk  in  Diagnostic  Clinic 


DENTAL  ASSISTANTS 

MALVINA  N.  CUERIA,  Supervisor 
SHIRLEY  COSTANZA 
MARGUERITE  FALLO 

EUGENIA  FRANZ 

MARGARET  GAL VAN 

PATRICIA  GARLAND 

MARILYN  HELLER 

VENUS  LACEFIELD 

BETTY  PHILLIPS 

ANN  RUIZ 

PATRICIA  ZERINGUE 


THE  SCHOOL  AND  ITS  FACILITIES 

Organization  In  the  spring  of  1914  the  Board  of  Directors 
of  Loyola  University  invited  Dr.  C.  V.  Vignes  to  begin  the 
organization  of  a  faculty  for  a  School  of  Dentistry.  Dr. 
Vignes  became  the  first  dean  of  the  new  school  which  enrolled 
its  first  students  in  September,  1914.  The  School  of  Den- 
tistry is  an  integral  part  of  the  University,  organized  under 
its  general  Charter  and  governed  by  its  Board  of  Directors. 

Rating  of  the  Loyola  University  is  accredited  by  the  South- 
University  ern  Association  of  Colleges  and  Secondary 
Schools  and  the  National  Catholic  Educational  Association, 
and  holds  membership  in  the  Jesuit  Educational  Association, 
the  Association  of  American  Colleges,  American  Association 
of  Colleges  for  Teacher  Education,  and  is  accredited  by 
National  Council  for  Accreditation  of  Teacher  Education. 

The  School  of  Dentistry  is  on  the  list  of  approved  dental 
schools  of  the  Council  on  Dental  Education  of  the  American 
Dental  Association.  It  is  a  member  of  the  American  Associa- 
tion of  Dental  Schools,  and  complies  with  the  recommenda- 
tions of  this  Association. 

Objectives  At  all  times  and  in  all  activities  the  School  seeks 
to  maintain  the  highest  possible  standards. 

The  educational  program  directs  and  assists  the  student  in 
fitting  himself  for  the  general  practice  of  his  profession  in 
all  the  biological,  technical  and  social  aspects  of  oral  health 
service,  and  encourages  him  in  developing  habits  of  study 
and  inquiry.  Solid  content  in  courses,  strict  standards  of 
scholarship,  and  sound  methods  of  teaching  guide  the  student 
in  his  acquisition  of  initiative  and  self-reliance  in  extending 
his  knowledge  and  developing  his   skill. 

Location  The  University  is  situated  in  one  of  the  best  resi- 
dential sections  of  New  Orleans,  at  6363  St.  Charles  Avenue, 
opposite  Audubon  Park.  The  School  of  Dentistry,  occupying 
Bobet  Hall,  is  located  on  the  campus. 

Student  Men  and  women  students  of  the  School  of  Dentistry 
Housing  may,  if  they  wish,  reside  in  University  housing.  Ee- 
quests  for  information  should  be  directed  by  men  to  the 
Director  of  Men's  Housing  and  by  women  to  the  Directress 
of  Women's  Housing. 

16 
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Men  Biever  Hall  is  a  six-story  dormitory  on  the  nortli  side 
of  the  campus.  This  structure  is  completely  air  conditioned 
and  centrally  heated  and  houses  410.  Rooms  are  for  double 
occupancy.  Each  student  has  a  private  locker,  single  bed, 
chest  of  drawers,  and  desk.  A  laundry  pick-up  station  which 
also  dry  cleans  is  housed  on  the  ground  level.  Health,  social, 
and  recreational  areas,  mail  boxes,  and  washing  and  drying 
facilities  are  also  provided.  Jesuit  priests  are  available  for 
counselling.  All  supervision  is  under  the  Head  Resident  and 
his  assistants  who  are  student  monitors. 

Women  A  twelve-story  dormitory  was  completed  in  the 
fall  of  1966.  Capacity  of  this  dormitory  is  429.  Each  suite 
has  individual  controls  for  central  heat  and  air  condition- 
ing. These  suites  house  two  rooms  sharing  bath  facilities. 
Each  room  has  its  private  wash  basin  and  cosmetic  stand,  2 
single  beds,  2  desks,  2  chest  of  drawers,  and  a  bulletin  board 
and  book  shelves.  Laundry  facilities  with  washers  and  dryers 
are  located  on  the  ground  floor.  A  linen  and  dry  cleaning 
pick-up  rental  station  plus  many  other  conveniences  are 
housed  in  the  building.  A  limited  number  of  single  rooms  are 
available  with  private  bath  facilities.  Cost  will  vary  with  ac- 
commodations received. 

Cost  Students  residing  on  campus  are  on  a  room  and  board 
plan.  Charges,  therefore,  cover  room  and  board  and  are  due 
on  a  semester  basis  at  the  time  of  registration.  Charges  may 
vary  with  desired  accommodations  and  services  or  avail- 
ability of  housing  facilities. 

Range  for  Men:  $    850-$    950  per  year   (Sept.-May) 

Range  for  Women:      $1,010-$1,260  per  year  (Sept.-May) 

The  above  cost  does  not  pay  for  health  insurance  nor  does  it 
include  room  and  board  over  the  Christmas  holidays. 

All  students  who  will  reside  in  the  Campus  Residence  Hall 
must  deposit  $50  with  the  Registrar  of  the  School  of  Dentist- 
ry after  receiving  their  letter  of  acceptance  for  admission  to 
Loyola  University.  This  deposit  is  deductible  from  room 
and  board,  but  is  not  refundable  upon  cancellation.  Upon 
receipt  of  this  deposit  by  the  University  the  Dean  of  Stu- 
dents will  make  the  necessary  reservation. 

An  additional  $25  is  to  be  deposited  on  registration  for 
breakage.  This  is  refunded  upon  withdrawal  or  graduation 
and  clearance  with  the  housing  officer. 
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Equipment  The  School  is  well  equipped.  Particular  care  has 
been  taken  to  make  the  laboratories  and  clinics  adequate  and 
modern.  Each  student  has  an  individual  laboratory  desk 
with  gas,  compressed  air,  and  electrical  connections.  Fur- 
naces, dental  engines,  polishing  motors,  casting  machines  and 
electrical  ovens  are  available.  All  other  laboratories  are 
well  planned  and  equipped. 

The  Dental  School  Clinics  are  equipped  throughout  with 
standard  operative  units  and  chairs  and  sterilizers.  The 
number  of  patients  and  variety  of  work  amply  insure  each 
student  sufficient  experience  to  make  him  proficient  in 
clinical   work   before    graduation. 

Hospital  Exceptional  facilities  for  acquiring  actual  experi- 
Fa,cilities  ence  in  hospital  practice  and  methods  are  avail- 
able and  are  utilized  by  the  students  of  dentistry. 

In  the  Louisiana  State  Charity  Hospital,  students  observe 
hospital  practice  in  diagnosis,  ward  rounds,  anesthesia,  and 
surgery.  The  morning  outpatient  dental  surgery  clinic  is 
staffed  by  students  under  the  supervision  of  their  teachers. 

Members  of  the  senior  and  junior  classes  attend  clinics  in 
surgery  at  the  Louisiana  State  Charity  Hospital  under  some 
of  the  foremost  surgeons  in  the  South.  They  are  instructed  in 
making  diagnoses  and  witness  the  subsequent  operations. 
They  observe  the  administration  of  various  forms  of  anes- 
thetics and  learn  the  importance   of  aseptic  precautions. 

Library  The  Library  of  the  Dental  School  is  an  integral 
part  of  the  large  University  Library,  situated  adjacent  to  the 
Dental  School  and  easily  accessible  to  the  students. 

Student  The  following  loans  are  available  to  students  of 
Loans  Loyola  University.  Those  interested  in  a  loan  from 
either  of  these  two  funds  must  contact  the  Chairman  of  the 
Committee  on   Scholarships  and  Financial  Aid: 

Louisiana  Higher  Education  Assistance  Loan 

The  State  of  Louisiana  will  agree  to  guarantee  loans  negoti- 
ated between  specific  banks  and  college  students  who  are 
legal  residents  of  Louisiana.  The  loan  is  limited  to  $1,000 
per  year  and  a  $5,000  aggregate.  Interest  is  paid  by  the 
state  while  the  student  is  still  in  school.  The  interest  is 
6%,  3%  of  which  will  be  repaid  by  the  Federal  Government 
if  the  family's  adjusted  income  is  less  than  $15,000. 
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Out-of -State-Loans 

Most  states  have  state  loan  programs  for  residents  of  their 
state.  Some  are  handled  by  the  state  agency  and  some  are 
handled  by  private  agencies  for  the  state.  Students  in- 
terested in  these  loans  should  check  with  their  State  Office 
of  Education  or  their  local  bank. 

In  addition,  dental  students  may  borrow  from  the  follow- 
ing sources : 

The  Woman's  Auxiliary  of  the  Louisiana  Dental  Associa- 
tion Loan  Fund  available  to  senior  and  junior  students  of 
the  State  of  Louisiana. 

The  American  Dental  Trade  Association,  the  International 
College  of  Dentists,  and  the  Higgins  Loan  Funds  available 
to  senior  students  only. 

The  Kellogg  Loan  Fund. 

American  Fund  for  Dental  Education. 

Loyola  University  School  of  Dentistry  shares  in  the  Health 
Professions  Student  Loan  Program  through  which  a  dental 
student  may  borrow  at  a  low  rate  of  interest  controlled  by 
the  United  States  Government.  A  portion  of  this  fund  is 
contributed  by  Loyola  University. 

Applications  for  the  loans  that  are  available  to  dental 
students  only  must  be  submitted  to  the  School  of  Dentistry 
at  least  one  month  before  registration  day  of  the  semester 
for  which  the  loan  is  requested. 

University  Chaplain  The  University  appoints  a  Priest,  to- 
gether with  needed  assistants,  to  the  post  of  University 
Chaplain  for  all  of  the  students.  He  is  at  their  disposition 
at  all  times  to  guide,  counsel  and  advise.  The  students  will 
find  him  ready  to  assist  them  in  their  spiritual,  personal  and 
individual  problems.  He  is  also,  in  general,  responsible  for 
all  of  the  organized  spiritual  activities  on  the  campus. 

Student  Council  This  Council  consists  of  thirty-five  members 
representing  the  College  of  Arts  and  Sciences,  the  Schools  of 
Dentistry  and  Law,  and  the  Colleges  of  Music  and  Business 
Administration,  and  the  Evening  Division.  These  students  are 
selected  by  the  student  body  with  the  approval  of  the  fac- 
ulty. The  Council  serves  to  unify  student  thought  and  ac- 
tion. It  conducts  general  meetings  and  elections,  sponsors 
and  manages  interclass  contests  and  leads  and  directs  stu- 
dent activities. 


20  Loyola  University,  New  Orleans 

STUDENT  UNION 

The  Student  Union  consists  of  over  175  selected  students 
whose  purpose  is  to  promote  and  coordinate  the  various 
activities  in  the  University's  Danna  Center.  It  has  five 
officers  and  nine  committees :  Fine  Arts,  Current  Events, 
Dance  and  Entertainment,  Hospitality,  Personnel,  Publicity, 
Recreation,  Public  Relations  and  Radio  Station  "WVSU. 

The  Student  Loyola  University  maintains  a  medical 
Health  Service  service  on  the  campus  for  both  students 
and  faculty.     It  is  operated  under  the  following  rules : 

1.  Students  entering  Loyola  for  the  first  time  or  re-enter- 
ing the  University  must  undergo  a  physical  examination  by 
their  personal  physician,  before  their  registration  is  official- 
ly completed. 

2.  The  University  may  also  require  physical  examinations 
at  other  designated  times   during  the  student's   stay. 

3.  A  student  may  be  refused  admission  to  the  Univer- 
sity on  the  recommendation  of  the  medical  examiners.  This 
board  also  may  request  a  student  already  enrolled  to  with- 
draw. 

4.  A  student  may  see  the  University  Physician  during 
his  office  hours  on  the  campus,  Monday  through  Friday. 

5.  Patients  confined  on  the  campus  will  be  visited  by  the 
University  Physician  or  by  the  physician  of  the  students* 
choice. 

6.  Medicines  or  hospitalization  are  not  provided  by  the 
University's  health  service. 

Org-anizations  Students  in  the  School  of  Dentistry  are  eligible 
to  membership  in  various  scholastic,  religious,  cultural,  and 
athletic  organizations  of  the  University  including  the  several 
dental  societies  and  fraternities. 

The  C.  Victor  Vignes  This  is  an  undergraduate  honor  society 
Odontological  Society  open  to  Seniors,  Juniors  and  Sopho- 
mores and  named  for  the  late  Dean  Emeritus  C.  V.  Vignes, 
the  first  dean  of  the  School,  distinguished  for  his  service  to 
organized  dentistry  and  dental  education.  Scholarship  above 
the  average  and  ambition  to  excel  are  required  for  member- 
ship, to  which  a  student  is  elected  by  the  members  of  the 
Society  with  the  approval  of  the  Dean.  Its  purpose  is  "to 
further  the  interest  and  knowledge  of  its  members  in  the 
science  of  dentistry."  Scientific  papers,  table  clinics  and 
demonstrations  by  the  members  of  the  Society,  by  the  Faculty, 
Alumni,  and  other  guests  form  the  programs  of  the  meetings. 
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Junior  To  stimulate  the  students  to  appreciate  and  to  par- 
A.D.A.  tieipate  in  the  activities  of  organized  dentistry,  and 
to  fit  them  in  some  degree  to  do  so,  the  entire  student  body 
is  required  to  hold  Junior  membership  in  the  American  Den- 
tal Association  and  to  take  active  part  in  its  work. 

Dental  Further  to  inspire  the  student  with  high  profes- 

Fratemities  sional  ideals  both  during  his  school  days  and  in 
after  life,  chapters  of  the  various  national  dental  fraternities 
are  maintained.  There  is  the  Delta  Omega  Chapter  of  the 
Psi  Omega;  the  Alpha  Chi  Chapter  of  Xi  Psi  Phi;  the  Zeta 
Zeta  Chapter  of  Delta  Sigma  Delta. 

HONORARY  FRATERNITIES  AND  ORGANIZATIONS 

In  order  to  give  recognition  and  encouragement  to  high 
standards  of  scholarship  among  the  students,  several  honor- 
ary fraternities  and  organizations  have  been  established  on 
the  campus. 

Alpha  Sigma  Nu  Membership  in  Alpha  Sigma  Xu,  national 
honorary  Jesuit  scholastic  society,  is  the  greatest  honor 
which  can  be  bestowed  upon  undergraduate  male  students  of 
the  University-  who  have  distinguished  themselves  by  scho- 
lastic achievement.  Sole  honor  group  set  aside  for  that  pur- 
pose on  the  campus,  the  Loyola  Chapter  was  established 
April  26,  1936.  The  two  highest  ranking  students  in  each 
school  or  college  of  the  University  are  nominated  for  mem- 
bership each  year.   Final  selection  is  made  from  their  number. 

Blue  Key  Blue  Key  is  a  national  honorary  service  fraternity 
whose  members  are  chosen  by  the  active  student  chapter 
from  male  students  who  have  distinguished  themselves  in 
leadership,  activity,  scholarship  and  service  rendered  the 
University.  The  Loyola  chapter  was  founded  September  14, 
1931. 

Cardinal  Key  Cardinal  Key  national  honor  sorority  was 
established  in  1953.  Election  to  the  sorority  is  the  recogni- 
tion of  achievement  by  a  Loyola  co-ed  in  scholarship  and 
extra-curricular  activity-.  The  organization  seeks  to  advance 
religion,  patriotism,  and  service  by  affording  training  for 
leadership  in  the  college  community. 

Omicron  This  is  a  national  honor  fraternity  for  grad- 

Kappa  Upsilon  nates.  Seniors  are  elected  to  it  by  the  facul- 
ty members  of  the  Society.  Not  more  than  twelve  per  cent 
of  a  graduating  class  may  be  elected,  and  then  only  on  a 
basis  of  superior  scholarship,  character,  and  conduct. 
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ADMISSION  AND  REGISTRATION 

The  Pre-Dental  The  minimum  basis  for  admission  to  the 
Course  School    of   Dentistry   in   September    1967   is 

the  successful  completion  of  two  full  academic  years  of  work 
in  an  accredited  college  of  liberal  arts  and  sciences.  The 
pre-dental  course  must  include  at  least  a  year's  credit  in 
English,  in  biology,  in  physics,  in  inorganic  chemistry,  and 
in  organic  chemistry.  All  courses  in  science  should  include 
both  class  and  laboratory  instruction  and  must  carry  at  least 
eight  semester  hours  of  credit. 

The  pre-dental  course  is  offered  at  Loyola  in  the  College 
of  Arts  and  Sciences.  This  program  will  be  adjusted  to 
enable  students  to  meet  the  three  year  requirement  for  ad- 
mission to  dental  school  effective  September,  1968. 

No  applicant  will  be  considered  for  admission  to  the  Loyola 
University  School  of  Dentistry  unless  the  official  record  of 
all  his  pre-dental  college  work  indicates  a  general  average  of 
C  or  better. 

All  applicants  are  required  to  take  an  aptitude  test  given 
under  the  jurisdiction  of  the  Council  on  Dental  Education  of 
the  American  Dental  Association. 

Combined  B.S.  and  Owing  to  the  amount  of  college  prepa- 
D.D.S.  Degrees  ration    required    for    admission    to    the 

dental  course,  it  now  becomes  feasible  for  the  candidate  for  a 
D.D.S.  degree  to  receive  also  a  B.S.  degree  without  much  ad- 
ditional time  being  spent  in  the  College  of  Arts  and  Sciences. 

Accordingly,  it  is  strongly  recommended  that  students  pre- 
paring to  enter  the  School  of  Dentistry  discuss  this  matter 
with  their  Deans,  and  ascertain  the  precise  requirements  in 
their  colleges.  Li  many  instances  it  will  be  found  that  by 
attending  summer  courses,  in  addition  to  the  pre-dental 
course,  they  will  be  eligible  to  receive  a  B.S.  degree  prior  to 
their  receiving  the  D.D.S.  degree. 

Important  As  the  Loyola  University  School  of  Dentis- 

Announcement  tr^y  is  phasing  out,  it  is  expected  that  the 
freshman  dental  class  to  begin  in  September,  1967  will  be 
the  last  one  admitted  to  this  school.  Students  who  are 
interested  in  enrolling  in  a  dental  school  in  the  state  of 
Louisiana  should  contact  the  Dean,  School  of  Dentistry, 
Louisiana  State  University,  1542  Tulane  Avenue,  New  Or- 
leans, Louisiana  for  information  and  an  application  form. 
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Registration  1.  Fill  out  the  registration  cards  which  are 
Procedure  obtained   in   the    Kegistrar's    Office    in   the 

School  of  Dentistry   (Room  206,  Bobet  Hall). 

2.  Report  to  the  Finance  office  (Marquette  Hall),  with 
one  copy  of  the  registration  card  and  pay  tuition  and  fees. 

Students  must  complete  their  registration  and  obtain  the 
required  equipment  and  books  prior  to  the  opening  of  classes. 

Basis  of  A  student's  expenses  in  the  school  of  dentistry 

Computation  may  be  classed  under  the  following  headings: 
Fees,  Books,  Instruments  and  Supplies. 

Fees  The  basic  fee  payable  to  the  University  on  registration 
each  semester  includes  registration,  tuition,  laboratory,  li- 
brary, subscription  to  the  Maroon  and  the  Wolf,  athletics, 
lecture  forum,  physical  education,  and  certain  other  student 
activities.  The  basic  fee  is  $600.00  each  semester  for  Louisi- 
ana students  and  $725.00  each  semester  for  out-of-state  stu- 
dents. 

Monthly  Students  are  expected  to  pay  the  full  tuition  for 
Payments  one  semester  on  the  day  of  registration  of  each 
semester  unless  they  are  following  the  Tuiiton  Plan  described 
below. 

All  arrangements  for  payment  must  be  made  before  the 
completion  of  registration  with  the  Treasurer  of  the  Univer- 
sity. 

We  are  glad  to  offer  the  convenient  Tuition  Plan  for  those 
parents  who  prefer  to  pay  tuition  and  other  fees  in  equal 
monthly  installments.  The  following  plans  are  available  at 
the  cost  indicated : 

One  Year  Plan  (  8  payments)  4%  more  than  Cash  Price 

Two  Year  Plan  (20  payments)  5%  more  than  Cash  Price 

Three  Year  Plan  (30  payments)  6%  more  than  Cash  Price 

Four  Year  Plan  (40  payments)  6%  more  than  Cash  Price 

The  tAvo.  three  and  four  year  plans  include  Parent  Life 
Insurance  for  qualified  parents.  This  insurance  coverage  pro- 
vides funds  for  the  cost  of  the  remaining  period  of  schooling 
covered  by  the  contract,  if  the  parent  who  has  signed  the 
contract  dies.  A  descriptive  pamphlet  will  be  sent  upon  re- 
quest from  the  Director  of  Admissions. 
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The  Tuition  Plan  is  optional  and  offered  solely  as  a  con- 
venience. 

The  breakage  deposit  of  $10.00  is  required  of  each  student 
from  which  charges  for  loss  or  breakage  are  to  be  deducted 
and  the  balance  refunded  to  the  student  upon  presentation 
of  the  breakage  card  at  the  end  of  his  period  of  attendance 
in  the  school  of  dentistry. 

A  cap  and  gown  deposit  of  $30.00  is  required  of  each  can- 
didate for  graduation.  This  deposit  must  be  made  not  later 
than  May  1st.  The  full  deposit  will  be  refunded  provided 
the  cap  and  gown  are  returned  in  good  condition  immediate- 
ly after  graduation.  If  they  are  returned  more  than  two 
months  after  graduation  only  $10.00  will  be  refunded. 

Refunds  upon  withdrawal.  It  is  sole  duty  of  the  indi- 
vidual student,  in  case  of  interruption  of  courses,  to  make 
formal  application  to  the  Registrar's  office  for  refunds  which 
will  be  made  as  follows : 

Within  the  first  week  of  a  semester 80  per  cent 

One  week  to  three  weeks  of  a  semester 60  per  cent 

Three  weeks  to  five  weeks  of  a  semester 40  per  cent 

No  refunds  after  five  weeks. 

The  $100.00  paid  upon  acceptance  is  not  refundable. 

No  refunds  are  made  when  a  student  is  suspended,  dis- 
missed for  disciplinary  reasons,  or  fails  to  pass. 

Books  The  list  of  required  books  will  be  furnished  on  regis- 
tration, at  which  time  each  student  must  place  a  deposit  in 
the  Dental  Registrar's  office  to  cover  the  cost  of  the  set  of 
books  required  for  his  class.  The  books  will  be  issued  by  the 
Loyola  Bookstore  prior  to  the  opening  of  classes. 

Instruments  Detailed  instrument  and  supply  lists  will  be 
and  Supplies  furnished  on  request.  All  such  equipment  must 
be  new  and  must  be  in  the  student's  possession  by  the  time 
classes  open  for  the  school  year. 

Summary  of  The  following  table  shows  the  approximate 
Expenses  cost  of  each  semester  of  the  dental  course. 
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Freshiian  Year  1967-1968 

Tuition  and  Fees :                                         1st  Sem.  2nd  Sem. 

Louisiana  Students   _ $600.00  $600.00 

Out-of-state   Students  _ 725.00  725.00 

Books    (approximately)    180.00  

Instruments  and  Supplies 

( approximately)    660.00  

(Plus  additional  expendable 

supplies  as  needed) 

Sophomore  Year  1967-1968 
Tuition  and  Fees :  1st  Sem.         2nd  Sem. 

Louisiana   Students   _ „ $600.00  $600.00 

Out-of-state  Students  725.00  725.00 

Books    (approximately)    200.00 

Instruments  and  Supplies 

(approximately)    1345.00  „ 

(Plus  additional  expendable 

supplies  as  needed) 

Junior  Year  1967-1968 
Tuition  and  Fees :  1st  Sem.         2nd  Sem. 

Louisiana  Students   - $600.00  $600.00 

'  Out-of-State   Students  725.00  725.00 

Clinic   Equipment   Fee   20.00  

Books    (approximately)    80.00  

Instruments  and  Supplies 

(approximately)    410.00  

(Plus  additional  expendable 

supplies  as  needed) 

Senior  Year  1967-1968 

Tuition  and  Fees :                                         1st  Sem.  2nd  Sem, 

Louisiana   Students   $600.00  $600.00 

Out-of-State  Students  725.00  725.00 

Clinic   Equipment  Fee   20.00  

Books    (approximately)    30.00  

Supplies    (approximately)    30.00  

(Plus  additional  expendable 
supplies  as  needed) 
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PROMOTION  AND  GRADUATION 

Attendance  Regular  and  punctual  attendance  at  all  classes 
and  laboratory  exercises  is  required.  Unexcused  absences  will 
be  deemed  sufficient  reason  for  dismissal,  or  for  the  with- 
holding of  credits  for  the  year's  work. 

To  be  eligible  for  examination  in  a  subject  a  student  is 
required  to  have  a  minimum  attendance  record  of  85  per  cent 
in  that  subject. 

If  absences  caused  by  personal  illness  reduce  a  student's 
attendance  record  to  not  less  than  75  per  cent,  a  student  may 
be  permitted,  with  the  approval  of  the  instructor  of  the 
course  and  the  Dean,  to  do  a  sufficient  amount  of  make-up 
work  to  meet  the  required  minimum. 

A  double  absence  will  be  recorded  for  each  absence  on  the 
two  days  immediately  preceding  and  the  two  days  immedi- 
ately following  a  scheduled  vacation. 

All  classes  will  meet  at  the  time  shown  on  the  schedule. 
A  student  may  not  be  admitted  after  instruction  has  begun. 

The  attendance  record  will  be  made  at  the  beginning  of  all 
scheduled  periods  and  at  any  intervals  thereafter  at  the 
discretion  of  the  class  instructor. 

Tardiness  of  more  than  ten  minutes  will  be  counted  as  an 
absence.     Two  tardy  marks  are  counted  as  one  absence. 

Examinations  Each  instructor  Avho  is  in  charge  of  a  course 
and  Grades  will  prepare  and  conduct  written  or  oral  ex- 
aminations frequently  throughout  each  semester  of  a  course. 
The  nature  and  extent  of  this  work  must  afford  a  sound 
basis  for  evaluating  the  student's  achievement  throughout 
the  course.  It  is  the  responsibility  of  the  course  instructor  to 
properly  inform  students  of  the  progress  during  the  semester. 

A  student's  scholarship  grades  will  be  reported  by  the 
course  instructor  to  the  office  of  the  Dean  at  mid-semester 
and  at  end  of  semester. 

Official  semester  grades  are  expressed  in  letters.  A  cor- 
responds to  a  grade  of  93  to  100  in  a  100-point  scale,  B  to  a 
grade  of  85  to  92,  C  to  a  grade  of  77  to  84,  D  to  a  grade 
of  70  to  76,  E  to  a  grade  of  63  to  69,  F  to  a  grade  of  0  to  62. 
The  lowest  passing  mark  is  D. 
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The  mark  I  (incomplete)  may  be  used  for  those  mstaiices 
in  which  an  othervrise  satisfactory  student  has  been  unable 
to  complete  some  portion  of  his  required  work  because  of 
unexpected  and  excusable  circumstances.  This  mark  may  be 
given  only  when  the  amount  of  uncompleted  work  is  rela- 
tively small  and  can  be  completed  within  a  reasonable  period 
of  time.  The  mark  E  (condition)  requires  a  student  to  pass 
a  new  examination  or  show  a  certain  degree  of  proficiency 
in  a  specified  study  as  a  condition  of  remaining  in  the  class 
or  institution.  Both  the  mark  E  and  I  automatically  become 
F  (failed)  if  the  student  does  not  remove  the  deficiencies  in- 
dicated by  these  grades. 

No  grade  higher  than  D  will  be  given  for  any  examination 
taken  out  of  the  regular  time  for  any  reason.  For  every  such 
examination,  there  is  a  charge  of  $2.00.  payable  to  the  Kegis- 
trar  of  the  School  of  Dentistrv. 


Promotion  A  candidate  for  promotion  must  present  not  only 
the  required  character  and  quantity  of  work  but  he  must 
attain  at  least  a  certain  minimum  quality  in  his  work. 

Senior  students  will  not  be  permitted  to  graduate  unless 
a  minimum  quality  point  average  of  2.0  has  been  attained 
during  the  senior  year.  Juniors,  sophomores  and  freshmen 
will  not  be  promoted  to  the  next  class  unless  a  quality  point 
average  of  2.0  or  more  has  been  attained  at  the  close  of 
the  respective  academic  year.  At  the  end  of  the  first  semes- 
ter, a  student  who  has  established  a  quality  point  average 
of  less  than  2.0.  but  not  less  than  1.5  will  be  permitted  to 
continue  on  probation  in  the  second  semester. 

Quality  points  are  earned  in  the  following  manner :  for 
the  grade  of  "A"  in  a  subject  course,  the  student  is  cred- 
ited with  four  times  as  many  quality  points  as  semester 
hours  allowed  to  a  course ;  for  the  grade  of  ''B",  three  times 
as  many  quality  points  as  semester  hours;  for  the  grade 
of  "C",  twice  as  many  quality  points  as  semester  hours ; 
for  the  grade  of  "D",  the  same  number  of  quality  points 
as  semester  hours;  for  the  grade  of  "E"  or  "F",  no  quality 
points  are  merited.  The  quality  point  average  is  determined 
by  dividing  the  total  of  quality  points  earned  by  the  total 
of  semester  hours  in  the  program. 
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A  student  will  not  be  promoted  while  any  failure  or  any 
condition,  or  any  incomplete  course  is  charged  against  him. 

If  a  student  receives  three  conditions  at  the  end  of  the 
first  semester  he  must  withdraw  from  the  School.  However, 
in  unusual  cases  at  the  discretion  of  the  Admissions  Commit- 
tee upon  recommendation  of  the  Executive  Faculty,  a  stu- 
dent may  be  allowed  to  continue  in  the  second  semester  if 
the  Executive  Faculty  thinks  he  has  a  chance  of  overcoming 
his  deficiencies. 

If  a  student  receives  three  conditions  at  the  end  of  the 
year  he  must  withdraw  but  may  be  allowed  to  repeat  the 
year  at  the  discretion  of  the  Admissions  Committee  upon  the 
recommendation  of  the  Executive  Faculty. 

If  a  student  receives  a  failure  in  any  course  at  the  end  of 
any  semester  he  must  withdraw  from  the  School  but  lip  may 
be  allowed  to  repeat  the  year  at  the  discretion  of  the  Admis- 
sions Committee  upon  the  recommendation  of  the  Executive 
Faculty. 

If  permitted  by  special  action  of  the  Committee  on  Admis- 
sion to  repeat  a  year,  the  student  must  repeat  all  the  subjects 
of  that  year  and  maintain  an  average  quality  point  ratio  of 
at  least  2.00.  If  in  a  repetition  he  fails  to  attain  that  average 
he  must  withdraw  from  the  School  and  may  not  again  be 
admitted.  No  student  will  be  allowed  to  repeat  more  thar 
one  year  of  the  course  or  to  repeat  a  class  more  than  once. 


Discipline  The  educational  system  of  the  University  stresses 
the  development  of  Christian  character  and  gentlemanly  be- 
havior at  all  times  and  in  all  places. 

The  school  reserves  the  right  to  terminate  its  connection 
with  any  student  who  does  not  give  sufficient  promise  of 
attaining  that  degree  of  scholarship  and  technique  required 
in  a  Doctor  of  Dental  Surgery,  or  who  lacks  those  qualities 
which  enter  into  the  fine  character  required  in  a  worthy 
member  of  the  dental  profession,  or  whose  conduct  in  or  out 
of  the  School  is  objectionable.  The  final  decision  in  this 
matter  rests  with  the  Executive  Committee  of  the  Faculty 
and/or  the  Board  of  Directors.  The  fees  of  such  a  student 
will  not  be  returned. 
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The  School  is  not  responsible  for  the  loss  of  any  personal 
property  belonging  to  any  of  its  students,  whether  the  loss 
occurs  by  theft,  fire,  or  an  unknown  cause. 

Requirements  On  recommendation  of  the  Faculty,  the  de- 
For  Graduation  gree  of  Doctor  of  Dental  Surgery  (D.D.S.) 
will  be  conferred  on  those  candidates  who  have  complied 
with  the  following  requirements:  (1)  The  candidate  must 
have  given  evidence  of  good  moral  character  and  ethical 
ideals;  (2)  he  must  have  completed  with  due  quality  all 
cuurses  and  examinations  prescribed;  (3)  he  must  have  paid 
all  indebtedness  to  the  School;  and  (4)  he  must  be  at  least 
twenty-one  years  of  age. 

Graduation  Graduation  honors  are  computed  according  lo 
Honors  the  quality  point  system.  A  studf^nt's  graduation 

average  is  determined  by  dividing  the  total  number  of  quality 
points  earned  by  the  total  number  of  semester  hours  at- 
tempted by  the  student  during  his  entire  course.  A  student 
who  has  made  an  average  of  3.5  graduates  cum  laude;  one 
who  has  made  an  average  of  3  7  magna  cum  laude;  one  who 
has  made  an  average  of  3.9  summa  cum  laude.  Record  of 
these  honors  is  inscribed  on  the  diplomas  and  noted  in  the 
list  of  graduates  published  for  the  Commencement  Exercises. 
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CURRICULUM 

1967-1968 

Freshman  Year 


1st  Semester 

Clock  Sem. 

Hours  Hours 

General  Anatomy   290  11 

Biochemistry     —  — 

General    Histology    —  — 

Oral   Histology   & 

Embryology     — - —  — 

Nutrition    —  — 

Physiology  & 

Pharmacology    I    —  — 

Dental   Anatomy   .__-  128  5 

Dental    Materials    —  — 

Complete  &  Partial  Denture 

Prosthesis     128  4 


2nd 

Semester 

Total 

Clock 

Sem. 

Clock 

Hours 

Hours 

Hours 

— 

— 

290 

128 

6  1/2 

128 

192 

8 

192 

64 

3 

64 

32 

2 

32 

112 

51/2 

112 

— 

— 

128 

32 

IV2 

32 

144 


272 


Sophomore  Year 


1st  Semester 

Clock  Sem. 

Hours  Hours 

Microbiology     96  4V2 

General  Pathology   128  5% 

Oral   Pathology    —  — 

Anesthesia  &  Exodontia  —  — 

Crown  &   Bridge   Prosthesis. _  128  41/2 

Endodontics     —  — 

Operative  Dentistry   _  128  5 

Orthodontics    48  2 

Pedodontics   —  — 

Periodontics     16  1 

Complete  &  Partial  Denture 

Prosthesis     80  3 

Roentgenology    —  — 


2nd  Semester     Total 


Clock 

Sem. 

Clock 

Hours 

Hours 

Hours 

— 

— 

96 

— 

— 

128 

120 

434 

120 

32 

2 

32 

120 

41/4 

248 

40 

2 

40 

128 

5 

256 

48 

2 

96 

24 

11/2 

24 

32 

1 

48 

80 

3 

160 

16 

1 

16 
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1967-1968 


Junior  Year 


1st  Semester 

Clock  Sem. 

Hours        Hours 

General   Anesthesia    —  — 

Crown  &   Bridge   Prosthesis..  16  1 

Endodontics     16  1 

Operative    Dentistry    16  1 

Oral  Diagnosis 16  1 

Oral   Medicine    —  — 

Orthodontics    —  — 

Pedodontics     16  1 

Periodontology     16  1 

Pharmacology   II   64  3 

Prosthodontics    16  1 

Principles   of   Surgery   16  1 

Roentgenology    16  1 

Clinical  Dentistry: 
Crown  &  Bridge 
Endodontics 
Operative 
Oral  Diagnosis  & 

Roentgenology 
Orthodontics 
Pedodontics 

Periodontics  , 

Prosthodontics 
Oral  Surgery  & 

Anesthesia 

Total   Clinic    576 


2nd 

Semester 

Total 

Clock 

Sem. 

Clock 

Hours 

Hours 

Hours 

16 

1 

16 

16 

1 

32 

8 

V2 

24 

16 

1 

32 

— 

— 

16 

8 

¥2 

8 

16 

1 

16 

16 

1 

32 

32 

2 

48 

64 

3 

128 

16 

1 

32 

— 

— 

16 





16 

576 


1152 
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1967-1968 

Senior  Year 


1st  Semester 

Clock         Sem. 
Hours       Hours 

Complete  &  Partial 
Denture    Prosthesis    16  1 

Crown  &  Bridge  Prosthesis..     16  1 

Oncology    20  IV4 

Operative  Dentistry  8  V2 

Clinical  Oral 

Pathology     —        — 

Oral    Surgery   32  2 

Orthodontics    16  1 

Periodontology   16  1 

Principles  of  Medicine  —  — 

Dental  Practice 
Administration  & 

Economics    — —        — 

Dental  History  &  Ethics  —        — 

Jurisprudence     —        — 

Public  Health  Dentistry  16  1 

Clinical  Dentistry: 
Crown  &  Bridge 
Endodontics 
Geriatrics 
Operative 
Oral  Diagnosis  & 
Roentgenology 
Oral  Surgery 
Orthodontics 
Pedodontics 
Periodontics 
Prosthodontics 

Total    Clinic    666 


2nd  Semester    Total 


Clock 
Hours 


16 


Sem. 
Hours 


Clock 
Hours 


32 
16 
20 


16 

1 

16 

— 

— 

32 

— 

— 

16 

16 

1 

32 

32 

2 

32 

16 

1 

16 

16 

1 

16 

16 

1 

16 





16 

666 


1332 
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DESCRIPTION  OF  COURSES 

1967-1968 

DENTAL  ANATOlVrY 

Dr.  Copping  Dr.  Carimi 

A  lecture  and  laboratory  course  covering  in  detail  the 
structure,  development,  characteristics,  arrangement,  and 
function  of  all  teeth  in  the  oral  cavity,  with  systematic  no- 
menclature. A  careful  study  is  made  of  the  surfaces,  ridges, 
fossae,  pulp  chambers  and  pulp  canals  of  the  teeth,  proper 
contact  of  approximate  teeth,  normal  occlusion  and  the  rela- 
tion of  the  teeth  to  their  supporting  tissues. 

GENERAL  ANESTHESIA 

Dr.  Adriani  and  Staff 
A  lecture  and  demonstration  course  in  the  principles  and 
technics  of   general   anesthesia,   emphasizing   the   use    of  nit- 
rous oxide-oxygen  and  other  anesthetics  in  dental  operations. 

ENDODONTICS 

Dr.  Copeland  Dr.  Fortier 

A  discussion  of  the  diseases  of  the  dental  pulp  and  peri- 
apical tissues  is  begun  in  the  second  semester  of  the  sopho- 
more year.  Emphasis  is  placed  upon  the  etiology,  clinical 
diagnosis,  and  indicated  treatment  of  these  conditions.  A 
laboratory  course  runs  concurrently  and  applies  some  of 
the  basic  endodontic  techniques  in  a  series  of  projects. 

During  the  junior  year  lectures  and  demonstration  cases 
present  details  of  endodontic  procedures  and  associated  ther- 
apy. The  last  eight  lectures  are  devoted  to  specialized  tech- 
niques and  probems. 

Clinical  training  commences  in  the  second  semester  of  the 
junior  year  and  continues  throughout  the  senior  year. 

OPERATIVE  DENTISTRY 

Dr.  Eastman  Dr.  Longley  Dr.  Jobe  Dr.  Callahan 

Dr.  Collins 
Course  I     A    lecture    and    laboratory    course    in    the    funda- 
mental principles  and  technic  of  this  subject.     It  is  given  in 
sophomore  year. 
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Course  II  A  lecture  course  throughout  junior  year  dealmg 
■with  the  clinical  phases  of  the  subject. 

Course  III  Discussions  and  demonstrations  of  operative 
problems  and  variations  in  technics. 

ORAL  DIAGNOSIS 

Dr.  Talbot         Dr.  Odenheimer        Dr.  Michon         Dr.  Fortier 

Dr.  Butler 
In  the  1st  semester  of  the  junior  year,  the  student  attends 
sixteen  hours  of  slide-demonstrated  lectures  covering  subjec- 
tive and  objective  signs,  symptoms,  and  clinical  appearances 
of  diseases  of  the  hard  and  soft  tissues  of  the  oral  cavity  and 
adjacent  regions  and  the  oral  manifestations  of  organic  and 
systemic  disease. 

In  the  junior  and  senior  years,  the  student  will  gain  prac- 
tical application  of  knoAvledge  obtained  from  the  lecture 
series  by  clinical  and  roentgenological  examination  and  treat- 
ment planning  of  actual  patient  cases. 

ORAL  SURGERY 

Dr.  Boudreaux       Dr.  Jeansonne       Dr.  Ellis 
Dr.  Clark  Dr.  Cosentino  Dr.  Quinn 

Dr.  Hunley         Dr.  Smith         Dr.  Lancaster 

Oral  The  object  of  this  course  is  to  give  the  student  a 

Surgery  practical  knowledge  of  the  application  of  the  prin- 
ciples of  surgery  and  surgical  technique,  and  a  familiarity 
Avith  hospital  and  clinic  procedures,  in  order  that  he  may  be 
better  fitted  to  cooperate  with  the  surgeon  in  consultation 
and  more  fully  comprehend  the  complications  which  may 
arise. 

Lectures  are  given  in  the  senior  year  covering  the  surgical 
diseases  of  the  jaAvs  and  soft  tissues  of  the  mouth  with  some 
explanation  of  the  operative  procedures.  The  senior  students 
are  regularly  assigned  to  two  weeks  externship  at  Charity 
Hospital  during  the  year  and  regularly  observe  operations 
performed  by  their  teachers  in  the  operating  rooms  of  the 
hospital  when  the  opportunity  presents,  as  well  as  observa- 
tion of  the  oral  surgical  cases  in  the  hospital  wards. 

Exodontia  The  theory  and  application  of  the  basic  principles 
of  surgery  to  exodontia  and  minor  oral  surgery  are  covered. 
The  armamentarium  and  its  use  in  the  various  techniques  of 


School  of  Dentistry  35 

exodontia  are  presented.  The  importance  of  adequate  clinical 
and  radiographic  examination  is  stressed.  The  principles  of 
tooth  division  techniciues  are  correlated  with  all  types  of  im- 
pacted teeth  and  other  related  problems  of  exodontia.  All 
minor  surgical  techniques  required  in  the  preparation  of  the 
mouth  for  removable  prostheses  are  emphasized.  Preoperative 
considerations,  postoperative  complications  and  the  implica- 
tions of  oral  surgical  intervention  to  adjacent  and  regional 
structures  are  discussed. 

Local  The  anatomy  of  the  trigeminal  nerve  is  reviewed 

Anesthesia  and  correlated  with  the  techniques  of  regional 
anesthesia.  The  properties,  mode  of  action,  pharmacology, 
advantages  and  contraindications  of  local  anesthetic  agents 
are  stressed.  Local  anesthetic  complications  and  emergencies 
are  covered. 


ORTHODONTICS 

Dr.  Walle  Dr.  Heller  Dr.  Kulas 

Course  I  In  sophomore  year  the  preclinical  course  is  given 
dealing  in  class  and  laboratory  with  occlusion  and  malocclu- 
sion, the  taking  of  impressions  and  making  of  casts,  pouring 
and  correct  trimming  of  models,  constructing  molar  and  in- 
cisor bands  with  various  forms  of  soldered  attachments,  con- 
structing a  lingual  arch  with  auxiliary  springs,  and  a  labial 
appliance  with  bracket  bands,  in  addition  to  various  freehand 
soldering  operations. 

Course  II  This  course  is  given  in  junior  year  and  consists 
chiefly  in  a  study  of  the  conditions  and  factors  to  be  ex- 
amined in  the  patient,  the  indications  and  contraindications 
for  orthodontic  treatment,  the  planning  and  handling  of  the 
treatment.  The  principles  thus  taught  are  applied  in  clinic 
practice,  each  student  under  close  supervision  carrying  out 
the  treatment  of  at  least  two  cases. 

Course  III  The  studies  of  the  previous  course  are  carried 
forward  in  senior  year  to  include  such  topics  as  the  relation 
of  tissue  and  organs  under  treatment,  preventive  orthodontic 
service  and  the  like.  The  importance  of  realizing  one's  limi- 
tations in  the  matter  of  difficult  cases  is  emphasized.  Cases 
under  treatment  in  the  clinic  are  discussed. 
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PEDODONTICS 

Dr.  Simon  Dr.  Liberto  Dr.  Heiclingsfelder  Dr.  Guerra 
Dr.  Graziano  Dr.  Lala  Dr.  Vignes 

This  course  consists  of  lectures,  technic  laboratory,  and 
clinical  practice  in  the  treatment  of  the  oral  diseases  mani- 
fested by  children.  All  phases  of  restorative  dentistry  are 
included,  incorporating  the  modification  necessary  in  the 
treatment  of  children. 

Some  of  the  special  areas  covered  in  the  courses  include 
local  anesthesia  administration  and  child  management,  de- 
veloping occlusion  and  preventive  orthodontic  therapy,  pulp 
management  in  primary  and  permanent  molars  and  incisors, 
and  fractured  anterior  teeth. 

Preventive  Dentistry  is  included  where  indicated  by  the 
use  of  recall  visits,  complete  treatment  planning  and  thor- 
ough use  of  topical  fluorides. 

A  children's  clinic,  separate  from  the  general  operative 
clinics,  equipped  and  supervised  by  a  special  pedodontic 
staff  offers  an  opportunity  for  clinical  demonstration  by  the 
practices  stressed  in  the  lecture  course.  The  clinic  for  chil- 
dren's dentistry  is  conducted  as  a  separate  and  independent 
department;  however  it  works  in  close  harmony  with  all 
other  departments  and  especially  the  departments  of  oper- 
ative dentistry  and  orthodontics. 

The  course  consists  of  laboratory  and  lecture  in  the  spring 
semester  for  the  second  year  class.  The  third  year  class  has 
lectures  throughout  the  year  and  the  third  and  fourth  year 
classes  spend  approximately  100  liours  each  year  in  clinical 
practice  under  the  supervision  of  the  pedodontic  staff. 

PERIODONTOLOGY 

Dr.  "Wilderman  Dr.  Carvel  Dr.  Brue  Dr.  Fortier 

Dr.  Glaser  Dr.  Monica  Dr.  Clynes 

Periodontic  A  preclinical  lecture  and  laboratory  course  is 
Technic  given  in  the  sophomore  year  in  preparation  for 

clinical  training  in  the  junior  year.  A  brief  introduction  of 
the  principles  of  periodontal  disease  and  treatment  is  given 
at  this  time.  A  combination  of  laboratory  and  preliminary 
clinical  exercises  on  periodontal  examination,  charting,  in- 
strumentation and  root  planing  of  the  teeth  is  performed 
by  the  student.  Television  instructions  are  utilized  in  the 
sophomore  teaching  program. 
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Periodontology  Lectures  Lectures  on  periodontal  disease 
and  Clinical  Training  processes  are  presented  in  the  jun- 
ior and  senior  years.  The  etiology,  progression  and  therapy 
of  periodontal  disease  is  related  to  the  underlying  histo- 
pathology  of  the  supporting  structures  of  the  teeth.  Oral 
manifestations  of  systemic  disturbances,  nutritional  defi- 
ciencies, and  systemic  complications  of  oral  disturbances  are 
presented. 

Clinical  instructions  and  training  is  presented  in  the  junior 
and  senior  years.  In  addition,  periodontal  therapy  is  dem- 
onstrated to  the  student  in  television  presentations. 

PROSTHODONTICS 

Dr.  Bernhausen  Dr.  O'Shell  Dr.  Somers  Dr.  Straub 
Dr.  Holt  Dr.  Linn  Dr.  North  Dr.  Pilie 

Complete  Denture  Course  I  A  lecture  and  laboratory  course 
Prosthesis  in  the  principles  and   technic   of   complete 

denture  construction.     It  is  given  in  the  freshman  year. 

Course  II  A  lecture  and  laboratory  course  in  Removable 
Partial  Denture  Construction.  The  various  types  of  Remov- 
able Partial  Dentures  are  explained,  designed  and  constructed 
by  the  sophomore  student.  This  course  prepares  the  sopho- 
more to  adequately  fabricate  the  technical  aspect  of  clinical 
Removable  Partial  Denture  treatment  during  his  junior  and 
senior  clinical  years. 

Course  III  Lectures  in  this  course  in  junior  year  cover  the 
physiological,  anatomical,  and  operative  phases  which  influ- 
ence complete  practical  denture  construction  of  every  type. 
Original  cases  are  also  cited  and  the  special  technics  involved 
are  explained  in  detail.  Instructions  on  esthetics  are  given 
to  students  for  a  better  understanding  of  the  construction  of 
complete  dentures  that  will  harmonize  with  the  facial  cos- 
metics of  the  individual  case. 

Course  IV  Lectures  in  senior  year  continue  the  Complete 
Denture  theory  through  the  first  semester.  The  second  se- 
mester concerns  Removable  Partial  Denture  theory  and  clini- 
cal applications. 

Crown  and  Bridge  Course  I  A  lecture  and  laboratory 
Prosthesis  course  in  the  fundamental  principles  and 

technic  of  crown  and  bridge  prosthesis.  It  is  given  in  sopho- 
more year. 
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Course  II  A  lecture  and  laboratory  course  given  through- 
out the  junior  year  covering  all  phases  in  the  clinical  appli- 
cation of  crown  and  bridge  technic. 


Course  III  This  course  given  in  the  senior  year  consists  of 
lectures  and  demonstrations  of  problems  and  the  various 
technics  of  crown  and  bridge. 

ROENTGENOLOGY 

Dr.  Talbot 
In  the  sophomore  year  the  electro-djaiamics  of  radiology 
and  the  technical  procedures  in  dental  radiology  are  pre- 
sented by  lectures,  demonstrations  and  laboratory  experience. 
In  the  junior  year  interpretation  and  correlation  of  radio- 
graphic findings  are  emphasized. 

CLINICAL  DENTISTRY 

Dr.  Jeansonne  Dr.  Eastman  Dr.  Boudreaux  Dr.  Wilderman 
Dr.  Bernhausen  Dr.  O'Shell  Dr.  Copeland  Dr.  Talbot 
Dr.  Simon  Dr.  Walle  Dr.  Carvel  Dr.  Callahan 

Dr  Ellis  Dr.  Jobe  Dr.  Odenheimer  Dr.  Somers 

Dr.  Straub  Dr.  Longley  Dr.  Guerra  Dr.  Fortier 

Dr.  Heller  Dr.  Holt  Dr.  Linn  Dr.  Brue  Dr.  Kulas 
Dr.  Collins  Dr.  Lala  Dr.  Liberto  Dr.  Michon  Dr.  Butler 
Dr.  North  Dr.  Pilie  Dr.  Clark  Dr.  Quinn  Dr.  Smith 
Dr.  Cosentino  Dr.  Hunley  Dr.  Clynes  Dr.  Glaser  Dr.  Vignes 
Dr.  Lancaster    Dr.  Monica     Dr.  Graziano     Dr.  Heidingsfelder 

The  principles  of  operative  dentistry  and  prosthodontics 
are  applied  by  the  students  in  their  junior  and  senior  years 
in  the  dental  clinic  under  the  direct  supervision  of  the  in- 
structors. Each  student  has  opportunity  to  utilize  his  knowl- 
edge and  skill  acquired  in  operative  and  prosthodontic  tech- 
nics in  making  actual  restorations  for  the  patients. 

Special  clinic  practice  in  periodontics,  endodontics,  and 
orthodontics  is  given  under  the  direction  of  the  instructors 
in  clinics  conducted  each  day. 

Special  opportunities  in  oral  surgery  are  offered  in  the 
surgery  clinic  of  the  Universit}^  and  the  outpatient  clinic  of 
the  Charity  Hospital,  where  students  perform  the  dental  sur- 
gical operations  under  the  direct  supervision  of  the  instruc- 
tors. 
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Summer  Clinic  and  hospital  service  continue  throughout 
Clinics  the  year  except  for  the  month  of  August,  thereby 
affording  members  of  the  junior  and  senior  classes  an  oppor- 
tunity to  secure  additional  clinical  experience  in  all  depart- 
ments. 

DENTAL  MATERIALS 

Dr.  Kodriguez 
A  course  dealing  with  the  chemical  composition,  physical 
and  mechanical  properties  of  tooth  structures  and  various 
dental  mterials  used  in  dentistry.  Emphasis  is  given  to  the 
basic  principles  necessary  for  understanding  as  to  how  ma- 
nipulative procedures  and  the  oral  environment  affect  the 
behavior  of  various  dental  materials. 

PRINCIPLES  OF  MEDICINE 

Dr.  Robinson 
In  this  course,  taught  in  the  senior  year,  the  objective  is 
to  enable  the  student  to  acquire  a  general  knowledge  of  the 
various  diseases  of  the  heart,  lungs,  and  abdominal  organs. 
The  essential  principles  of  medicine  are  dwelt  upon,  with 
special  attention  to  diseases  which  may  result  from  mouth 
infections.  The  general  principles  of  physical  diagnosis  are 
studied  and  demonstrated  in  the  classroom  and  hospital,  and 
eight  lectures  are  devoted  to  first  aid. 

DENTAL  PRACTICE  ADMINISTRATION 
AND  ECONOMICS 

Dr.  Herbert 
A  series  of  lectures,  for  seniors,  on  establishing  and  con- 
ducting a  dental  practice;  locations;  equipment;  ethical 
publicity;  collection;  fees;  insurance;  general  helpful  hints, 
including  office  management;  bookkeeping;  assistants;  and 
the  psychological  handling  of  the  patient. 

DENTAL  HISTORY  AND  ETHICS 

Dr.  Tiblier 
This  course,  for  seniors,  treats  of  the  intrinsic  difference 
between  moral  good  and  moral  evil;  the  rights  of  the  dentist; 
his  duties  to  himself;  his  relationship  to  his  patient;  his  re- 
sponsibilities to  society  and  his  obligations  to  his  profession. 
Lectures  cover  the  development  of  Dentistry  and  its  advance- 
ment to  its  present  health  importance  and  professional 
standing. 
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JURISPRUDENCE 

Mr.  Duplantier  Mr.  McPherson  Mr.  Varela 

These  lectures,  for  seniors,  cover  the  laws  and  regulations 
pertaining  to  the  practice  of  dentistry,  with  all  the  legal 
relationships  of  dentist  and  patient,  their  rights  and  liabili- 
ties. 

PUBLIC  HEALTH  DENTISTRY 

Dr.  Butler 
This  course  is  designed  to  provide  the  dental  student  with 
some  insight  into  the  philosophy,  administrative  organization 
and  functions  of  public  health.  The  elements  of  epidemi- 
ology, public  health  bacteriology  and  administrative  practice 
are  presented.  Examples  are  used  to  orient  the  student  in 
the  application  of  these  disciplines  in  the  control  of  dental 
diseases. 

DENTAL  STUDENT  —  SPECIAL  PATIENT 
TRAINING  PROGRAM 

Dr.  Luis  Guerra 

This  program  is  designed  to  train  dental  students  in  the 
care  of  the  chronically  ill  or  handicapped,  and  the  aged.  This 
is  a  cooperative  program  between  the  U.  S.  Public  Health 
Service,  Loyola  University  School  of  Dentistry,  and  the 
Charity  Hospital  of  Louisiana. 

Clinical  training  is  provided  to  senior  students  in  the  fa- 
cilities located  at  Charity  Hospital  and  nursing  homes  in  the 
City  of  New  Orleans,  and  a  token  number  of  private  resi- 
dences. 

Portable  equipment,  of  new  design,  provided  by  the  U.  S. 
Public  Health  Service,  is  taken  on  field  trips  to  the  nursing 
homes  and  to  the  private  residences  where  the  patients  are 
treated,  thus  familiarizing  the  student  with  this  type  of  pa- 
tient care. 

ANATOMY 

Dr.  Melvin  Hess  and  Staff 
Louisiana  State  University  Medical  Center 

Gross  This  course  consists  of  dissection  supplemented  by 

Anatomy  quizzes,  conferences  and  lectures.  The  aim  of  this 
course  is  to  give  the  student  an  opportunity  to  gain  a  com- 
prehensive knowledge  of  the  structure  of  the  entire  body, 
with  special  emphasis  on  the  anatomy  of  the  head  and  neck 
region.  The  student  is  required  to  make  a  satisfactory  dis- 
section of  one  lateral  half  of  the  body. 
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BIOCHEMISTRY 

Dr.  Rodriguez  Mr.  Stevenson 

A  lecture  and  laboratory  course,  in  freshman  year,  deal- 
ing with  the  chemical  composition  of  the  cells  and  tissues 
in  physiological  and  pathological  processes  of  the  human 
body.  Emphasis  is  placed  on  the  chemistry  and  metabolism 
of  carbohydrates,  lipids,  amino  acids,  proteins,  nucleic  acid ; 
and  the  functions  of  vitamins,  coenzymes,  enzymes,  minerals 
and  harmones  on  metabolism.  A  revicAv  of  organic,  analyti- 
cal and  physical  chemistry  is  included  in  this  course.  Also 
special  emphasis  is  placed  on  the  biochemistry  of  soft  and 
hard  oral  tissues,  body  fluids,  and  nutrition  of  various  food 
stuffs. 

ORAL  HISTOLOGY  AND  EMBRYOLOGY 

Dr.  "Wilderman  Dr.  Brue 

This  course  is  the  microscopic  study  of  the  normal  mature 
structures  and  tissues  of  the  oral  cavity.  Included  is  the 
development  and  growth  of  face,  oral  cavity  and  teeth.  This 
comprehensive  course  in  oral  histology  and  embryology  is 
presented  to  the  student  by  lectures,  projections,  and  micro- 
projections.  Microscopic  study  of  slides  is  performed  by 
the  students  in  the  laboratory. 


GENERAL  HISTOLOGY 

Dr.  Melvin  Hess  and  Staff 
Louisiana  State  University  Medical  Center 

This  course  is  concerned  with  the  microscopic  structure 
of  cells,  tissues,  and  organs,  and  the  correlation  of  struc- 
ture with  function  whenever  feasible  within  the  limitations 
of  present  knowledge.  Lectures,  demonstrations,  and  labora- 
tory activities  are  utilized  to  study  the  entire  human  body. 

ORAL  MEDICINE 

Dr.  Giordano 

This  course  is  concerned  with  the  diagnosis  and  manage- 
ment of  non-surgical  diseases  of  the  oral  cavity  not  includ- 
ing local  diseases  of  the  periodontium  and  dental  pulp.  Oral 
manifestations  of  systemic  diseases  and  systemic  manifesta- 
tions of  oral  diseases  are  emphasized  as  are  hospital  den- 
tistry and  medico-dental  relations. 
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MICROBIOLOGY 

Asst.  Prof.  Stevenson 

A  comprehensive  course  in  general  microbiology  to  ac- 
quaint the  student  with  the  characteristics  of  bacteria,  viruses 
and  fungi  associated  with  infectious  diseases.  The  laboratory 
work  is  designed  to  provide  the  student  with  techniques  com- 
monly used  and  correlated  Avith  the  lecture  material  so  that 
experiments  can  be  designed,  analyses  made  and  results  in- 
terpreted to  meet  the  requiremnts  of  the  practicing   dentist. 

The  course  is  designed  to  give  to  the  student  a  working 
knowledge  of  the  subject  and  to  impress  upon  him  the  rela- 
tion of  mouth  conditions  to  systemic  disease. 

PATHOLOGY 

Dr.  Halperin  Dr.  Odenheimer 

General  and  This   course   in   the   sophomore   year   is   de- 

Oral  Pathology  signed  to  meet  the  needs  of  students  of  den- 
tistry in  the  broad  field  of  pathology.  The  physiologic  as- 
pect of  disease  is  emphasized  and  this  is  correlated  with  re- 
sultant histopathologic  changes.  In  the  first  semester  atten- 
tion is  devoted  to  basic  pathologic  processes  such  as  predis- 
position to  disease,  etiology  and  pathogenesis  of  disease,  cir- 
culatory disturbances,  retrogressive  tissue  changes,  inflamma- 
tion and  neoplasia.  The  principles  learned  in  the  early  part 
of  the  course  are  then  applied  to  the  various  systems  and  or- 
gans of  the  body.  In  the  second  semester,  the  major  atten- 
tion is  given  to  diseases  of  the  oral  cavity  and  its  associated 
structures.  A  special  effort  is  made  to  correlate  the  basic 
principles  of  pathology  with  diseases  of  the  oral  regions  and 
apply  this  knowledge  to  the  practice  of  dentistry. 

PHARMACOLOGY 

Dr.  Ireland  Mr.  Schmidt 

Course  I  A  lecture  and  laboratory  course  in  freshman  year 
dealing  with  the  action  of  drugs  on  the  animal  system.  Care 
is  taken  to  teach  and  exemplify  the  action  of  those  drugs 
which  are  chiefly  used  in  the  practice  of  dentistry. 

Course  II  A  lecture  course,  given  in  junior  year,  on  the 
classification,  description,  and  properties  of  drugs  and  medi- 
cines with  which  a  dentist  may  have  to  deal.  Special  stress 
is  laid  upon  the  more  important  drugs  used  in  dentistry,  with 
a  full  discussion  of  their  physiological  effects  and  a  study 
of  the  proper  methods  of  administration.  Prescription  writ- 
ing is  explained  in  detail. 
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PHYSIOLOGY 

Dr.  BasMr  Dr.  Zakhary 

A  lecture  and  laboratory  course,  given  in  freshman  year. 
The  lectures  cover  the  whole  field  of  general  physiology, 
the  functions,  composition,  and  operations  of  the  body  struc- 
tures. In  the  laboratory  small  mammals  are  used  to  demon- 
strate the  physiological  processes  of  respiration,  circulation, 
and  digestion. 

NUTRITION 

Dr.  Carvel 

The  course  consists  of  lectures  and  applied  practical  exer- 
cises in  diet  counseling  during  the  spring  smester  of  the 
freshman  year. 


Part  I  Basic  nutrition  dealing  with  the  study  of  the  indis- 
pensable nutrients  or  chemical  elements  for  vital  metabolic 
functions  and  body  health,  and  their  classification,  "ways  of 
acting  and  utilization,  proportions  in  body  tissues  and  fluids, 
and  its  minimum  requirements.  Special  emphasis  is  placed 
on  nutrients  responsible  for  teeth,  surrounding  tissues,  and 
stomatologic  apparatus  formation  and  maintenance.  The 
course  content  was  prepared  in  cooperation  with  the  depart- 
ments of  biochemistry  and  physiology  so  that  the  subject 
matter  will  encompass  a  better  understanding  of  metabolic 
and  biochemical  aspects  of  health  and  disease. 


Part  II  Information  is  imparted  about  the  modern  ecological 
concept  of  disease  and  the  role  of  nutrition  in  influencing 
host  susceptibility.  The  concept  of  nutritional  deficiency 
disease  and  the  dentist's  responsibility  to  recognize  diagnostic 
clues  found  in  the  hard  and  soft  mouth  tissues.  Lectures  are 
illustrated  with  slides  of  clinical  cases.  Factors  influencing 
diet  choice  are  discussed.  Basic  sample  diets  are  recom- 
mended for  children  stressing  caries  control,  for  adults  re- 
lated to  periodontal  disease  prevention  or  treatment  for  aged 
patients,  and  for  those  subjected  to  stress  during  dental  surg- 
ery and  reconstruction  treatments.  Special  emphasis  is 
placed  on  the  modern  nutritional  approach  in  wound  healing 
assistance  and  in  fluoridation  and  its  many  social  and  public 
health  implications. 


44  Loyola  University,  New  Orleans 

Part  in  Eight  printed  papers  are  distributed  to  the  stu- 
dents during  the  course  giving  aspects  of  food  composition, 
methods  of  preparing  balanced  diets,  samples  for  high  or  low 
income  groups,  and  diet  counseling  information.  Perform- 
ance of  a  practical  exercise  is  mandatory.  Each  student 
prepares  his  own  dietary  record  and  must  perform  a  diet 
evaluation  and  sound  recommendations  based  upon  its  study. 
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May  31,  1966 


Lewis  Edward  Alexander,  B.S. 

Justin  John  Ansel,  B.S. 

"William  Wayne  Bassett 

Robert  Henry  Belou 

Stephen  Allen  Bernard,  B.S. 

Raymond  Eugene 
Boudreaux,  Jr. 

Johnny  Joseph  Bouzigard 

John  Marshall  Breckinridge 

Rixby  Joseph  Broussard,  B.S. 

Emory  Turner  Cain,  B.S. 

David  Lawrence  Cannon 

Gilbert  Gregory  Caver 

Robert  Ignatius  Comeaux,  Jr. 

Pierre  DeLesseps  Daboval,  B.S. 

Francis  John  Distefano,  Jr. 

Whybra  Joseph  Duay,  Jr. 

Gilmer  Whitney 
Engelhardt,  Jr. 

Alvin  Lafayette  Felts,  Jr.,  B.S. 

Robert  Davis  Field,  B.A. 

Stephanie  Kay  Gonsoulin 

Lester  Gorman  Griffith,  B.A. 

Roy  Louis  Grob,  Jr. 

Philip  Leslie  Haik,  Jr.,  B.S. 

Ronald  Joseph  Hebert 

James  Allen  Heurtin 

Paul  Monroe  Hoot 

Cecil  Palmer  Jarrell,  Jr.,  B.S. 

Alfred  Joseph  Jeanfreau 


Joseph  Morris  Kochansky,  B.S. 

Horace  Richard  Leverette,  B.S. 

Sheldon  Lynne 

Ronnie  Jules  Maillian 

Daniel  Gay  Martindale 

Charles  John  McShane 

Conad  Pettit  McVea,  Jr. 

Anthony  Miranda,  Jr. 

Anthony  Michael 
Mouhourtis,  B.S.Ph. 

Alfredo  Adriano  Navarro 
y  Sosa 

Louis  Philip  Nogues,  III 

Danny  Patrick  O'Keefe 

William  Murry  Overstreet,  B.S. 

David  Coleman  Raphael 

Gary  Edgar  Renegar 

Robert  Louis  Rome 

Joel  Jarrett  Safer,  B.S. 

George  David  Sanchez,  B.S. 

Robert  Louis  Scheuermann 

Arthur  Joseph  Scott,  III 

Jacob  Harold  Shoemaker 

Stanley  Corbett  Simons 

Froman  Neill  Spaht 

Melvyn  Joseph  Stromeyer 

Donald  Richard  Toso 

John  Ben  Wright 

Charles  Oberhn  Yost,  III 
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LIST  OF  STUDENTS,  1966-1967 

Freshmen 
Class  op  1970 

Barrios,   Joseph   W.   Louisiana 

Billeaud,   George   L.,   Ill   Louisiana 

Blythe,  David  C,  Jr.   Louisiana 

Braud,  John  P.,  Jr.,  B.A.  Louisiana 

Burvant,    Edward   P.,    Jr.    Louisiana 

Byrd,   Dan  E. Texas 

Charbonnet,  Clayton  J.,  Jr.  Louisiana 

Conly,   James   M.,   Ill   Louisiana 

Corbett,   James   J.,   Ill   Louisiana 

Crawley,   Kenneth   C Mississippi 

Cucchiai'a,    Paul   D.    Louisiana 

D'Avanza,  Anthony  R.  Florida 

Drews,   Fred  H.,   Ill   Mississippi 

Dumas,   James   R.,   Jr.,   B.S.   Mississippi 

Farmer,   Richard   B.,   Ill,   B.S.   Louisiana 

Gilles,    James    A.    Florida 

Glassmeyer,  Edwin  C.  Florida 

Gonsoulin,    Carl    B.    Louisiana 

Hartsfield,    Darrell    T.    Louisiana 

Hebert,    Charles   E.,    Ill   Louisiana 

Hildenbrand,  John  C,   III,  B.A.   ..._. Louisiana 

Holmes,  Joe  F.,  B.S.  Mississippi 

Ireland,   Edward   J.,   Jr.   Louisiana 

Jakiela,   Walter   E.    .„. Texas 

Johnson,   Robert  W.,   B.S.   Louisiana 

Kadair,    Michael    J.    Louisiana 

Karam,    William    P.    Louisiana 

Kennedy,    Kyle    R.    Louisiana 

LeBlanc,  Elwood  J.,  Jr.  Louisiana 

Longmire,   John   P.,    Ill   Louisiana 

Marks,  Ronald  B.,   B.A.   Louisiana 

Massett,    Edward   C,   Jr.    Louisiana 

Montgomery,    Donald    R.,    B.S.    Mississippi 

Montreuil,  Wilfred  J.,   Ill  _„ Louisiana 

Newman,    Chevies   L.,   Jr.   Louisiana 

O'Brien,    Michael    E.    Louisiana 

O'Brien,    Randall    J.    Louisiana 

Ourso,   James   R.,   B.S.   Louisiana 

Pratt,    Claude    S.    Louisiana 

Rabalais,    Murray    L.,    Jr.    Louisiana 

Ramsey,    Kenneth    Mississippi 

Richardson,    Edward   M.,    Ill    Louisiana 

Savoy,    Edward    T.    Louisiana 

Schmidt,    William   F.,    Jr.    Louisiana 

Short,    Ronald    M.    .__ Louisiana 
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Smith,    Kenneth   W.,   B.S.    Louisiana 

Stephan,    John    K.    Louisiana 

Strange,  David  L Louisiana 

Sumrall,    Larry,    B.S Mississippi 

Tate,  George  W.,  B.S Louisiana 

Vacca,  James  A.,  B.S Louisiana 

Vincent,  Michael  L Louisiana 

Waggoner,  Frank  T.,  Jr Mississippi 

Williams,  Gerald  A Louisiana 

Williamson,   Jeffrey  A Mississippi 

Yandell,  Jim  Roy,   B.S Arkansas 

Sophomores 

Class  of  1969 

Adams,  Thomas  O.,  Jr Louisiana 

Allen,  John  E Louisiana 

Antonini,    Charles    J Louisiana 

*Barron,    James    E Louisiana 

Bercier,  Edwin  L.,  Ill Louisiana 

Boudreaux,   Joseph  L Louisiana 

Brien,  James  J Louisiana 

Brown,  Edward  V.,  Jr Louisiana 

Campbell,  William  S. Louisiana 

Canafax,  Cole  G.  Louisiana 

Clark,   Tyrone  G.,   B.S Louisiana 

Comeaux,  Clifford  C,  Jr Louisiana 

Coppejans,  Stephen  J. Alabama 

*Coward,   Tom,   Jr Mississippi 

Davis,  Frank  R. Louisiana 

Delage,  William  B Louisiana 

Doerle,  David  E Louisiana 

Eiland,   Edward  H Louisiana 

Engeron,    Michael    F Louisiana 

Favaloro,  Frank  B Florida 

Finkbeiner,  Richard  L.,  B.S Florida 

Flynn,  Leo  J New  Jersey 

Gardiner,  James  F Louisiana 

Gaudry,   Robert   C Louisiana 

Gennaro,  John  B Louisiana 

Giardina,   Joseph  F Louisiana 

Haight,   Michael   J Louisiana 

Hammack,   Jimmie   B Louisiana 

Hasseltine,   Lee   L.,   Jr.... Mississippi 

Hebert,  Michael  R Louisiana 

Hendricks,  Justin  J.   W Louisiana 

Hughes,  Houston  D.,  B.S.  in  Pharm Louisiana 

Janus,  Francis  T. Mississippi 

*Did  not  finish  the  year. 
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Kopf ler,  Edwin  L. ,  Jr Louisiana 

Kreig,  Louis   T.,   Jr.— Louisiana 

Kreller,  Andrew  J.,  Ill Louisiana 

LaPrairie,  Joseph  O.,   Jr Louisiana 

LeBlanc,   Richard  L. Louisiana 

LeBrun,  Wallace  C,  Jr Louisiana 

Listzwan,  James  L Florida 

Martineau,   Joseph   A Florida 

Mitchell,   Barrett   McN Mississippi 

Mudler,  James  T. Florida 

Neale,  John  A Jamaica 

Ory,   Robert  D. Louisiana 

Peterson,  Leonard  W Florida 

Polito,  Blaise  V. Louisiana 

Scarpelli,   Carl  A Connecticut 

Schilthuis,  John  C. Texas 

Towns,   Tooley  M Texas 

Troxler,   Thomas   C Louisiana 

Warner,  Dennis  M Louisiana 

Yarborough,  Conway  G Louisiana 

Young,  James  J.,  Ill Louisiana 

Zaffater,  Joseph  W.,  Jr Louisiana 

Zieman,  Stephen  F.  X Alabama 

SPECIAL  STUDENT 

Paoloski,  Dr.  Susana  B.  lusem Louisiana 

Juniors 

Class  of  1968 

Barrilleaux,  John  G.,  B.S Louisiana 

Barry,  Robert  S Louisiana 

Booth,  Dennis  J Louisiana 

Branstetter,  Robert  M.,  Jr Louisiana 

Brasher,  Richard  R.,  Jr Louisiana 

Broxson,  Alfred  W Louisiana 

Burns,  Theodore  W Louisiana 

Carbon,  Robert  J Louisiana 

Castellano,  Nelson  P.,  B.S Florida 

Castle,   Harry  K Louisiana 

Couvillion,  Charles  R Louisiana 

Dann,  Joseph  S.,  B.A Louisiana 

Darbonne,    Tommy   L Louisiana 

Dayries,  Huey  P Louisiana 

Diamond,  Richard  D._ Louisiana 

Diel,   Kraemer  L. Louisiana 

Doherty,  Kevin  J Florida 

Donaldson,  Edward  L.,  Jr Louisiana 
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Galvan,  Louis  A Illinois 

Gilmer,  John  M.,  B.A Louisiana 

Golden,  Peter  J. ,   Jr Louisiana 

Gowland,  Samuel  D.,  Jr Louisiana 

Halley,  Mesonie  T Louisiana 

Herin,  Michael  R Florida 

Hudson,  John  I Louisiana 

Ivanhoe,  John  R Louisiana 

Jackson,  Ralph  D.,  Jr Louisiana 

Jeansonne,  Billie   Griggs Louisiana 

Jeansonne,  Edmund  E.,  Jr Louisiana 

Kemp,  Douglas  R Louisiana 

LeBlanc,  Eric  J Louisiana 

Lowery,  Huey  P Mississippi 

McDonald,  Gary  T Louisiana 

Morrison,  Jack  W Louisiana 

Newkirk,   John   G.,   B.S Louisiana 

Oswald,   Kenny   R Louisiana 

Percy,  Kent  H. Louisiana 

*Pilling,  Neville  W Florida 

Pohlmannn,  Bernard  H.,  V New  Mexico 

Record,  Paul  W Florida 

Roberts,  Robert  E Louisiana 

Roy,   Curtis   H.,   B.A Louisiana 

Sherman,  Lance  A.,  B.S California 

Smith,  Ronald  G. Louisiana 

Tarantino,  Ernest  E Louisiana 

Tillery,   Douglas   W Mississippi 

Tufton,  Peter  M Louisiana 

Van  Geffen,  Lloyd  G.,  Jr Louisiana 

Walters,  Paul  J Louisiana 

Webster,  George   M Florida 

Weeks,  James  L.,  B.S Louisiana 

Williams,  Billy  Dean Mississippi 

Witherspoon,  Philip  H.,  Jr Louisiana 

Zeringue,  Curtis  J Louisiana 

Seniors 

Class  op  1967 

Alexander,  Herbert  R.,  Jr Louisiana 

Allen,  William  D.,  B.S Louisiana 

Anthony,  Theodore  W.,  Jr._ Louisiana 

Bankston,  Mixon  A.,  Jr.,  B.S Louisiana 

Booth,  Perry  J.,  HI Louisiana 

Bosworth,  Bruce  L Louisiana 

Buntyn,  Larry  R. Mississippi 

Chiara,  Vincent  A Louisiana 

*Did  not  finish  the  year. 


50  Loyola  IJNivERsrrY,  New  Orleans 

Connell,  Charles  T.,  B.S Louisiana 

Delhom,  James  J.,  Jr Louisiana 

Dilzell,  Wayne  W — - Louisiana 

Domeyer,  Albert  W.,  B.S Florida 

DuPont,  John  S.,  Jr Louisiana 

Federico,  Roland  A. Florida 

Feerick,  Jon  A. Missouri 

Gallagher,  Richard  T. Louisiana 

Gaudet,  Edward  L.,  B.A Mississippi 

Giorgio,  Douglas  J.,  Jr Indiana 

Gruner,  Richard  E Louisiana 

Jeff  us,  Jean  B Louisiana 

Jones,  William  J.,  B.A Louisiana 

King,  Clark  A.,  Jr Louisiana 

LeBlanc,  Denis  M Louisiana 

LeBlanc,  Hal  A _. Louisiana 

Longo,  James  J.,  Jr.,  B.A New  Jersey 

McGoey,  Francis  K.,  Jr Louisiana 

Melancon,  Vernon  S Louisiana 

Morgan,  Thurman  C,  Jr.. Louisiana 

Murphy,   Guy   L Louisiana 

Murrey,  Adolph   J Louisiana 

Najolia,  Raymond  F.,  B.S Louisiana 

Nash,  Robert  P Louisiana 

Naul,  Charles  L.,  B.S .._.. Louisiana 

Nohava,  Theodore  J.,  B.A Florida 

Nolan,  John  D.,  Jr Louisiana 

Owen,  William  D.,  B.S __ Mississippi 

Poissenot,  Paul  A.,  Jr.,  B.S Louisiana 

Price,  Byron  P.,  B.A Louisiana 

Quinlan,   William  J Louisiana 

Ragusa,  John  B. Louisiana 

Roy,  David  E Louisiana 

Schexnayder,  Raymond  J Louisiana 

Simnicht,  Ronald  H Mississippi 

Smith,  Harold  F.,  Jr Louisiana 

Steeg,  Clarence  J.,  Jr Louisiana 

Tucker,  Michael  R Louisiana 

Verdun,  Larry  J Louisiana 

Wollney,  John  L.,  B.A Louisiana 

Yandell,  Donald  L.,  B.S Arkansas 

SPECIAL  STUDENT 

Carvel,  Dr.  Rosa  lusem ...Louisiana 


School  op  Dentistry  51 

CURRICULUM  OF  DENTAL  HYGIENE 
SCHOOL  OF  DENTISTRY 

Director,     Edmund  E.  Jeansonne,  D.D.S.,  F.A.C.D. 
Supervisor,  Beverly  B.  Jarrell,  R.D.H.,  B.S.,  M.Ed. 

§     Two-Year  Curriculum  in  Denial  Hygiene 

§     Four-Year  Degree  Program  in  Denial  Hygiene 

GENERAL  INFORMATION 
The  dental  hygiene  program  initiated  at  Loyola  University 
School  of  Dentistry  in  September  1960  is  the  first  of  its  kind 
ever  to  be  established  in  Louisiana.  The  dental  hygiene  pro- 
gram was  made  possible  through  a  grant  from  the  W.  K. 
Kellogg  Foundation,  Battle  Creek,  Michigan,  for  this  specific 
purpose.  The  Curriculum  of  Dental  Hygiene  of  the  School  of 
Dentistry  is  in  keeping  with  the  modern  trend  toward  pre- 
ventive dentistry  in  which  the  dental  hygienist,  as  an  ancil- 
lary member  of  the  dental  team,  plays  a  vital  role.  After 
thorough  examination,  the  Curriculum  of  Dental  Hygiene  has 
been  accredited  by  the  Council  on  Dental  Education  of  the 
American  Dental  Association. 

The  dental  hygiene  movement  began  in  the  1880's  when  it 
was  realized  that  auxiliary  personnel  were  needed  in  the  den- 
tal practice  to  perform  preventive  measures  and  to  educate 
the  patient  in  oral  hygiene.  In  1913  Dr.  Alfred  C.  Fones,  of 
Bridgeport,  Connecticut,  established  the  first  training  course 
for  dental  hygienists.  Because  of  the  increased  interest  in 
this  new  profession  and  the  passage  of  licensure  laws  govern- 
ing the  practice  of  dental  hygiene  in  both  New  York  and 
Massachusetts,  three  additional  schools  were  conducting 
training  programs  in  these  states  by  1916.  Today  there  are 
54  Dental  Hygiene  Schools,  some  of  which  conduct  a  two- 
year  academic  program  leading  to  a  Certificate  in  Dental 
Hygiene ;  some  offer  a  four-year  degree  program. 

The  dental  hygienist  has  several  avenues  of  approach  to  her 
profession.  In  a  private  dental  office  her  principal  duties 
are  performing  oral  prophylaxes,  taking  and  processing  x- 
rays,  applying  fluoride  to  the  teeth  of  children,  making  diet 
analyses,  and  instructing  patients  in  the  proper  care  of  the 
mouth.     The  dental  hygienist  may  be  employed  by  State  and 
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Federal  Public  Health  Departments  where  she  would  take 
part  iu  dental  survej^s  and  educational  programs  in  addition 
to  her  specific  duties.  Some  industries  employ  dental  hy- 
gienists  to  care  for  the  dental  health  of  their  employees  and 
to  give  instruction  in  dental  health  care.  In  public  school  sys- 
tems the  dental  hygicnist  may  be  employed  as  a  classroom 
teacher,  making  demonstrations  of  toothbrushing  methods, 
doing  mouth  inspections,  administering  fluoride,  and  prophy- 
lactic treatments.  Hygienists  qualify  and  are  hired  as  clin- 
ical instructors  and  administrators  in  universities  offering 
Dental  Hygiene  Programs.  Institutions  such  as  county,  city, 
state  and  federal  hospitals  employ  dental  hygienists.  As  a 
civil  service  employee  the  hygienist  may  be  employed  in  an 
army  post,  veteran's  hospital  or  base  hospital.  She  may  also 
obtain  employment  as  a  research  worker  collecting  data  for 
surveys  and  research  projects.  The  dental  hygienist  may  be 
employed  in  any  state,  district,  or  territory  in  which  she 
holds  a  license.  All  50  states,  the  District  of  Columbia,  and 
Puerto  Rico  license  the  Dental  Hygienist. 

Requirements  for  Admission 

Application  with  photograph  and  application  fee. 

Medical  and  dental  health  reports. 

College   Entrance   Examination   Board   test   score. 

Dental  Hygiene  Aptitude  test  score. 

High  school  or  college  transcript. 

Three  letters  of  recommendation. 

Personal  interview. 

Applicants  of  good  moral  character,  who  have  graduated  from 
an  accredited  high  school  are  considered.  Application  forms 
are  furnished  upon  request.  Application  to  the  Curriculum  of 
Dental  Hygiene  must  be  completed  by  April  15,  in  order  for  a 
candidate  to  be  considered  for  the  class  beginning  in  Sep- 
tember. Candidates  must  make  an  appointment  for  personal 
interview  after  filling  all  other  requirements. 

Candidates  must  furnish  medical  and  dental  health  reports. 
They  must  pass  the  Scholastic  Aptitude  Tests  of  the   College 
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Entrance  Examination  Board  and  the  Dental  Hygiene  Apti- 
tude Test  of  the  American  Dental  Hygienists'  Association.  It 
is  the  responsibility  of  each  candidate  to  contact  the  American 
Dental  Hygienists'  Association,  304  East  45th  Street,  New  York 
17,  New  York,  and  the  College  Entrance  Examination  Board, 
Box  592,  Princeton,  New  Jersey,  to  make  applications  for  each 
test.  It  is  necessary  to  inform  both  the  College  Entrance  Ex- 
amination Board  and  the  American  Dental  Hygienists'  Asso- 
ciation to  send  the  test  scores  to  the  Curriculum  of  Dental 
Hygiene,  School  of  Dentistry,  Loyola  University. 

High  school  or  college  transcript  must  be  filed  with  the 
Curriculum  of  Dental  Hygiene,  School  of  Dentistry,  Loyola 
University.  At  least  fifteen  acceptable  high  school  units  are 
required,  of  which  twelve  must  be  in  strictly  academic  courses. 
High  school  biology,  chemistry  and  physics  are  not  required 
but  are  strongly  recommended. 

1.  All  students  must  present  the  following  units: 

Units 

^English  4 

History,  Civics  2 

Elementary  (College  Preparatory)  Mathematics  1 

Intermediate  (College  Preparatory)  Mathematics  1 

**Latin  or  Modern  Foreign  Language  2 

Science  1 

Academic  Elective  1 

2.  In  general,  only  three  units  will  be  accepted  from  the  fol- 
lowing group: 


Units  Units 


Bookkeeping 
Commercial  Law  i, 

Commercial  Geography 
Drawing — Mechanical 
Drawing — Freehand 


1 

Economics 

¥2    -    1 

-  1 

Music 

1 

1 

Shop  Work 

1 

1 

Stenography 

Vz 

i 

Typewriting 

¥2 

*One  unit  in  English  may   be  replaced  by   a   unit  in   Speech   or   Journalism. 
**These  units  may  be  waived  and  supplied  by  scheduling  elementary  language 
courses  in  College. 

Because  each  class  is  limited  to  35  students,  every  effort  is 
made  to  select  those  applicants  who  are  considered  best  quali- 
fied for  education  in  dental  hygiene  and  for  successful  prac- 
tice. While  academic  ability  is  considered  in  selecting  stu- 
dents, personality  characteristics  are  also  studied.  Some  im- 
portant characteristics  of  the  dental  hygienist  are  achieve- 
ment,  persistence,   orderliness   and   dependability. 
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Tuition  and  Expenses 

Tuition  and  fees  (per  year)  $1,200 

Instruments   (entire  course)         approximately     $    250 
Books  (entire  course)  approximately     $    200 

Uniforms,  laboratory  coats, 
incidental  expenses,  etc. 

(entire  course)  approximately     $    100 

Student  Center  Fee  $      20 

Uniforms,  laboratory  coats,  instruments   and  supplies 
are  not  to  be  purchased  until  instructed. 
Lockers  are  provided  to  the  dental  hygiene  students  for  the 
safekeeping"  of  their  instruments,  books,  supplies,   and  clothes. 

Housing  for  Women  Residents 

A  12-story  residence  hall  with  facilities  for  429  women  is 
the  tallest  and  newest  building  on  campus.  The  completely 
air-conditioned  building  is  connected  to  the  Danna  Student 
Center  by  a  covered  walkway. 

Facilities  The  building  is  arranged  in  suites  of  two  rooms, 
each  room  housing  two  students,  built-in  beds,  modern  desks, 
lamps,  chests  of  drawers,  bookshelves,  bulletin  boards,  indi- 
vidual closets,  a  private  phone,  a  cosmetic  stand  and  a  basin. 
All  rooms  have  individual  controls  for  central  heating  and 
air  conditioning.  A  limited  number  of  single  rooms  with  pri- 
vate bath  facilities  are  available.  In  double  rooms,  a  bath- 
room is  located  in  each  suite. 

Costs  All  out-of-town  undergraduate  women  students  under 
23  are  required  to  reside  in  the  hall.  The  cost  per  year  for 
room  and  board  ranges  from  $1,010  to  $1,260  depending  on 
whether  accommodations  are  double  or  single.  Both  men  and 
women  residents  will  take  their  meals  in  the  contract  dining 
room  of  the  Student  Center. 

Reservations  Keservations  are  made  by  returning  the  housing 
request  to  the  Director  of  Housing  after  the  applicant  has  been 
notified  that  she  is  eligible  for  admission  and  after  she  has 
sent  to  the  Supervisor  of  Dental  Hygiene  the  required  $150 
deposit.  The  $100  and  the  $50  are  deductible  from  the  tuition 
and  the  housing  facilities,  respectively,  but  are  not  refundable 
in  case  of  cancellations. 

An  aditional  $25.00  is  to  be  deposited  on  registration  for 
breakage.  This  is  refunded  upon  withdrawal  or  graduation 
and   clearance   with   the   housing   officer. 
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Student  The  National  Defense  Loan  Program  is  available  to 
Loans  the  student  to  borrow  as  much  as  $1,000  a  year  to- 
ward education  without  repayment  until  one  year  after  gradua- 
tion. Applications  for  Student  Loans  must  be  obtained  from 
the  Dean  of  Students  of  Loyola  University  as  early  as  possible 
before  registration. 

SCHOLARSHIPS  Scholarships  are  available  through  the 
Educational  Trust  Fund  of  the  American  Dental  Hygienists' 
Association.    They  are  as  follows : 

American  Dental  Hygienists'  Association  Scholarship 

Alfred  C.  Fones  Memorial  Scholarship 

The  Weber   Dental  Manufacturing   Company   Scholarship 

The  Fund  for  Dental  Education  Scholarship 
Applications  may  be  secured  from  the  Dental  Hygiene 
school.  These  scholarships  are  to  be  used  to  defray  the  cost 
of  tuition  and  related  costs  of  one  year  of  study.  Candidates 
must  have  completed  a  minimum  of  one  year  in  a  school 
of  dental  hygiene  and  present  a  minimum  of  3.00  grade 
point  average. 

ORGANIZATIONS  The  Loyola  University  Junior  American 
Dental  Hygienists'  Association  was  organized  in  the  fall 
of  1965.  Through  membership,  the  students  learn  the  stand- 
ards, ethics  and  accomplishments  expected  of  them  as  pro- 
fessional hygienists  and  they  become  acquainted  with  the 
awards  and   responsibilities   of   their   chosen   profession. 

The  American  Dental  Hygienists'  Association  offers  the 
undergraduate  student  membership  in  the  national  associa- 
tion. The  junior  member  is  entitled  to  a  membership  card, 
"THE  JOURNAL  OF  THE  AMERICAN  DENTAL  HYGIEN- 
ISTS' ASSOCIATION,"  and  admission  to  any  of  the  scien- 
tific sessions  of  the  Association. 

Second  year  students  may  be  elected  to  membership  of 
Sigma  Phi  Alpha  Dental  Hygiene  Honor  Society.  Students 
elected  to  membership  of  Chi  Chapter  of  Sigma  Phi  Alpha 
must  rank  highest  in  scholarship  and  character. 

The  Alumni  Dental  Hygiene  alumnae  join  with  the  Dental 
Association  School  alumni  in  the  aim  to  keep  alive  the 
spirit  of  study  and  selfimprovement.  This  is  largely  accom- 
plished through  meetings,  scientific  clinics,  dental  seminars, 
journals  and  periodicals  as  well  as  an  annual  reunion. 
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ADMINISTRATIVE  PROCEDURE 

TRANSFER  STUDENTS  Transfer  credits  will  be  accepted 
at  the  discretion  of  the  Admissions  Committee  provided : 

(1)  the  credit  Avas  obtained  from  an  accredited 
college  or  university; 

(2)  the  grade  indicated  was  ''C"  or  above; 

(3)  the  course  was  comparable  to  courses  offered 
at  Loyola  University. 

The  transfer  student  will  be  required,  however,  to  take  an 
elective  in  place  of  the  transferred  course. 

All  students  must  complete  75  credit  hours  while  attending 
the  Curriculum  of  Dental  Hygiene. 

ATTENDANCE  Regular  attendance  is  required  at  all  classes 
and  laboratory  periods.  There  are  no  unexcused  absences 
permitted. 

To  be  eligible  for  examination  in  a  subject  a  student  is 
required  to  have  a  minimum  attendance  record  of  85  per  cent 
in  that  subject. 

If  absences  caused  by  personal  illness  reduce  a  student's 
attendance  record  to  not  less  than  75  per  cent,  a  student  may 
be  permitted,  with  the  approval  of  the  instructor  of  the 
course,  the  Supervisor  of  the  Curriculum  of  Dental  Hygiene, 
and  the  Dean  of  the  School  of  Dentistry,  to  do  a  sufficient 
amount  of  make-up  Avork  to  meet  the  required  minimum. 

Students  Avill  be  penalized  by  a  double  absence  for  the  two 
days  immediately  preceding  and  immediately  following  any 
scheduled  vacation. 


EXAMINATIONS    AND    GRADES     Examinations    are    held 
frequently  thorughout  each  semester. 

A  student's  grades  Avill  be  reported  by  the  course  instructor 
to  the  Supervisor  of  Dental  Hygiene  at  mid-semester  and  at 
the  end  of  the  semester.  At  this  time,  grades  are  given  to  each 
student  individually  by  the  Supervisor. 

Official  semester  grades  are  expressed  in  letters.  "A"  cor- 
responds to  a  grade  of  93-100  in  a  100  point  scale,  "B"  to  a 
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grade  of  85-92,  ''C"  to  a  grade  of  77-84,  "D"  to  a  grade  of 
70-76,  "E"  to  a  grade  of  63-69,  "F"  to  a  grade  of  0-62.  The 
lowest  passing  mark  is  "D". 

SCHOLASTIC  PROBATION  In  order  that  students  main- 
AND  DISMISSAL  tain     the     required     academic 

standing  and  continue  in  course,  the  following  minimum  stand- 
ards must  be  met : 

a)  a  quality  point  average  of  1.7  for  the  first  semester; 

b)  a   total    quality    point    average    of    2.0    for    the    second 
semester ; 

e)   a  total  quality  point  average  of   2.0  after  the   second 
semester  and  every  subsequent  semester. 

Students  failing  to  meet  these  specified  requirements  will 
be  placed  on  probation  for  one  semester.  If  a  student  is  unable 
to  raise  her  quality  point  average  to  the  required  minimum 
after  one  semester  of  probation,  she  will  be  subject  to  dis- 
missal from  the  Curriculum. 


REQUIREMENTS  FOR     On  recommendation  of  the  Faculty, 
GRADUATION  a  certificate   of  graduation  will  be 

conferred    on    those    candidates   who    have    complied    with    the 
following  requirements : 

(1)  shown    evidence    of    good    moral    character    and 
ethical  ideals ; 

(2)  completed  all  courses  and  examinations; 

(3)  shown    evidence     of    a    2.0    accumulative     grade 
point  average ; 

(4)  paid  all  indebtedness  to  the  University. 


GRADUATION  All  students  are  required  to  attend  gradu- 
ation ceremonies  if  they  Avish  to  obtain  their  certificates  of 
graduation. 

If  in  the  event  a  student  wishes  to  take  a  state  board  on 
a  date  that  conflicts  with  graduation  she  may  be  exempt 
only  after  receiving  permission  from  the  Supervisor  of  the 
Curriculum  of  Dental  Hygiene,  and  the  Dean  of  the  School 
of  Dentistry  and  only  if  the  examination  is  given  by  her 
home  state  residence. 
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SUMMARY  OF  TWO-YEAR  CURRICULUM 
OF  DENTAL  HYGIENE 


Ch  103 
Dh  103,  104 
Th  121 
Dh  101 
Bs  105,  106 
Bl 122B 
Dhl20 
DhllO 
Dh  115 
Dh  119 
Dh  107 


En  101,  102 
SI  101,  102 
Dh  112 
Th221 
Dhll4 
Dh  130,  135 
Dh  121 
Dh  122 
Dh  124 
Dh  117 
Dh  111 
Dh  127 
Dh  129 
Dhll8 


Chemistry  for  Non-Science  Majors 

Dental  Hygiene 

Theology /elective 

Dental  Anatomy 

Anatomy   &   Physiology 

Microbiology 

Clinical  Dental  Hygiene  Laboratory 

Roentgenology  &  Oral  Diagnosis 

Histology  &  Embryology 

General  &  Oral  Pathology 

Dental  Health  Education 


Freshman  Composition 

Introductory  Sociology 

Dental  Materials 

Theology /elective 

Public  Health 

Clinical  Dental  Hygiene  Practice 

Materia  Medica  &  Therapeutics 

Practice  Management 

State  Laws  &  Ethics 

First  Aid  &  Hospital  Procedures 

Periodontology 

Pedodontics 

Dental  Assisting 

Nutrition  &  Dietetics 


First 
Semester 

Second 
Semester 

0) 

Clock 

Hours 

4) 
3 
o 

■Q  s 

JO 

3 
o 

COS 

62 

4 

16 

16 

2 

48 

3 

32 

96 

5 

48 

48 

6 

32 

64 
96 

4 
2 

32 

2 

48 

48 

3 
3 

32 

2 

36 

48 

48 

6 

48 

48 

6 

32 
48 

16 

2 
3 

1 

320 

32 
16 
16 
16 

320 

10 
2 

16 

16 

32 

32 

2 
2 

39 

*75 

*Upon  satisfactory  completion  of  75  Credit  Hours 
a  Certificate  of  Dental  Hygiene  is  conferred. 
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TWO-YEAR  CURRICULUM 

Bl  122A — Microbiology 

This  course  embraces  bacteriological  technics,  the  classifica- 
tion and  properties  of  important  non-pathogenic  and  patho- 
genic bacteria,  molds,  and  viruses.  The  principles  of  immu- 
nity and  serology  are  briefly  stated.  This  course  is  designed 
for  nurses.  Two  lectures  and  two  laboratory  periods. 
Dr.  Upadhyay  4  hours 

Bs  105-106 — Anatomy  and  Physiology 

A  lecture  demonstration  course  designed  to  give  the  student 
of  Dental  Hygiene  thorough  and  practical  knowledge  of  these 
basic  sciences  with  concentration  on  the  head  and  neck. 

6  hours 

Ch  103 — Chemistry  for  Non-Science  Majors 

A  lecture-demonstration  course  in  the  essentials  of  chemistry 
for  non-science  majors. 

4  hours 

En  101-2 — Freshman  Composition 

Rapid  grammar  review  and  introduction  to  accurate  and  com- 
prehensive reading;  introduction  to  research;  the  research 
paper.  Continuation  of  comprehensive  reading;  introduction 
to  literary  readings  and  forms ;  language  as  communication  on 
all  levels. 

6  hours 

Th  121 — Introduction  to  Sacred  Scripture 

An  historical,  literary,  and  theological  orientiation  to  the 
reading  of  the  Bible ;  special  emphasis  on  Salvation  History, 
Covenant,  Messianism,  Kerygma,  Catechesis,  the  Church, 
and  the  Good  Xews  of  Salvation  proclaimed  and  achieved 
by  Jesus  Christ. 

3  hours 

Th  221 — Dogma  I:  Fundamental  Theology 

The  nature  of  Revelation  and  Faith  in  Scripture  and  Tradi- 
tion in  the  expression  of  the  Revelation  and  transmission  of 
Good  Xews  of  Salvation;  the  development  of  dogma.  Pre- 
requisite :  Th  121. 

3  hours 
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Dh  110 — Roentgenology  and  Oral  Diagnosis 

Study  of  the  processes  involved  in  exposing,  processing,  and 
mounting  of  dental  x-ray  films.  Includes  explanation  of  land- 
marks that  show  in  x-ray  films.  Technics  in  examination  of 
the  teeth  and  tissue  of  the  mouth  through  close  observation 
and  with  the  aid  of  radiographs  (x-rays)  and  diagnostic  mod- 
els are  stressed. 
Dr.  Talbot  2  hours 

Dh  112 — Dental  Materials 

This  course  introduces  the  materials  used  in  restorative  den- 
tistry, prosthetic   dentistry  and  orthodontics,  their   manipula- 
tion and  application  in  dentistry. 
Dr.  Rodriguez  2  hours 

Dh  114— Public  Health 

Theories  of  preventive  dentistry,  medicine  and  public  health 
with  emphasis  on  methods  promoting  better  dental  health  and 
school  and  community  dental  health  services.  Study  of  vari- 
ous diseases,  their  etiology,  prevention  and  cure  through  Pub- 
lic Health  measures. 
Dr.  Butler  1  hour 

Dh  115 — Histology  and  Embroyology 

Histologic  methods  and  microscopic  study  of  tissues  and   or- 
gans  of  the   mammalian   body   and   the   study   of   the   funda- 
mentals of  hematology.    Study  of  diseases  of  the  gingival  and 
periodontal    tissues,    their    prevention    and    cure. 
Dr.  Brue  3  hours 

Dh  117 — First  Aid  and  Hospital  Procedures 

Orientation  in  the  standard  practices  of  first  aid,  treatment 
of  hospital  ward  cases,  and  hospital  methods  of  sterilization. 
Dr.  Ellis  1  hour 

Dh  101 — Dental  Anatomy 

The  study  of  the  structural  formation  of  the  permanent  and 
deciduous  (primary)  teeth,  accompanied  by  a  laboratory  course 
for  carving  the  teeth  out  of  wax. 
Drs.  Copping  &   Carimi  5  hours 

Dh  103,  104^Dental  Hygiene 

The  history  of  the  dental  hygiene  profession,  professional 
ethics,    generalized    mouth    conditions    and    patient    education 
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in  dental  hygiene.    Includes  the   study   of   factors   which   con- 
tribute to  a  healthy  condition  of  the  mouth.    Study  of  meas- 
ures employed  to  arrest  dental  caries  and  tissue  degeneration. 
Study  of  toothbru-shing  and  other  oral  hygiene  methods. 
Mrs.  Jarrell  2  hours 

Dh  107— Dental  Health  Education 

Methods  and  materials  used  in  teaching  dental  health  in  pri- 
vate practice,  public  schools,  industries  and  institutions.    Les- 
son plans  and  presentations  are  made  by  the  student. 
Mrs.  Jarrell  2  hours 

Dh  118 — Nutrition  and  Dietetics 

The    principles   of   nutrition   in    relation   to    good   health   with 
special   emphasis   on   dental  implications.     The   food   needs   of 
normal  individuals  of  different  ages  and  the  selection  of  food 
for  the  maintenance  of  maximum  health  are   stressed. 
Mrs.  Jarrell  2  hours 

Dh  119 — General  and  Oral  Pathology- 
Generalized   study   of   pathologic   conditions,    etiologies    of   dis- 
eases,   inflammation,     infection,     immunity    and     degenerative 
processes. 
Dr.  Halperin  3  hours 

Dh  120 — Dental  Hygiene  Laboratory- 
Devoted  to  instructing  students  in  the   use  of  instruments  to 
remove  deposits  and  stains  from  teeth  of  manikins  in  prepa- 
ration for  clinic  practice. 
Mrs.  Jarrell  2  hours 

Dh  121 — Materia  Medica  and  Therapeutics 

Lectures  on  the  sources  of  drugs,  methods  of  administration, 
classification,  dosage  and  therapeutic  application.  Orienta- 
tion in  phamacology  as  it  affects  the  clinical  practice  of 
dental  hygiene  and  dentistry.  Includes  the  study  of  the  value 
of  germicidal  agencies  and  antibiotics. 
Dr.  Guerra  2  hours 

Dh  129 — Dental  Assisting 

Provides   a    description  of    all   the    operations    performed,    the 

treatments    given   in    a  dental   office    and   the    functioning    of 

a  dental  hygienist  as  a  part  of  the  dental  health  team. 
Dr.  Jobe  2  hours 
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Dh  111 — Periodontology 

Study  of  the  diseases  of  the  gingival  and  periodontal  tissues, 

their  preservation  and  cures. 

Dr.  Wilderman  1  hour 

Dh  127— Pedodontics 

Tliese  lectures  serve  to  introduce  the  dental  hygiene  student 
to  situations  which  may  be  found  in  the  office  of  the  pedo- 
dontist.  Elementary  child  psj^chology,  child  management, 
causes  and  control  of  dental  caries  in  the  growing  child 
through  nutrition  and  use  of  certain  enzyme  inhibitors  are 
given  close  attention. 
Dr.  Simon  1  hour 

Dh  122 — Practice  Management 

Orientation  in  cost  accounting  and  bookkeeping  in  the  dental 
office,  methods  of  payment  of  dental  fees,  management  of  fi- 
nances, dental  office  policies  and  procedures,  application  of 
ethics  in  everyday  practice,  and  legal  responsibilities  of  the 
dentist  and  hygienist. 
Dr.  Caire  1  hour 

Dh  124 — State  Laws  and  Ethics 

Ethics,    economics,    jurisprudence    are    stressed    along    with    a 

brief    review    of   all    courses   in   preparation   for    State    Board 

Examinations.    State  Dental   Laws   governing   the   practice   of 

dental  hygiene  are   emphasized. 

Mrs.  Jarrell  1  hour 

Dh  130,  135 — Clinical  Dental  Hygiene 

The  actual  practice  of  the  dental  prophylaxis,  exposing  and 
processing  x-rays,  fluoride  applications,  dental  health  educa- 
tion, charting  the  mouth,  and  various  other  duties  of  the  den- 
tal hygienist.  Clinic  training  is  under  direct  and  close  super- 
vision, to  give  individual  instruction  when  necessary.  Clinic 
practice  is  obtained  both  in  the  dental  clinic  of  the  School  of 
Dentistry  and  in  the  Loyola  University  Dental  Clinic  in  Char- 
ity Hospital.  Clinic  practice  each  afternoon  during  the  sec- 
ond year  of  training. 
Mrs.\jarrell  &  Staff  10  hours 

SI  101-102 — Introductory  Sociology 

Orientation  to  social  science  with  basic  concept  of  social  struc- 
tures and  relations. 

6  hours 
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FOUR-YEAR  DEGREE  PROGRAM  IN 
DENTAL  HYGIENE 

GENERAL  INFORMATION: 

Since  1960  the  Curriculum  of  Dental  Hygiene,  School  of 
Dentistry,  has  offered  a  two-year  curriculum  in  dental  hygiene 
leading  to  a  certificate.  This  curriculum  will  be  continued, 
but  students  working  for  a  degree  will  study  two  additional 
years  in  the  College  of  Arts  and  Sciences  under  the  direction 
of  the  School  of  Dentistry. 

CAREER  OPPORTUNITIES: 

Degreed  hygienists  are  in  great  demand.  They  are  needed 
as  health  educators,  teachers,  and  supervisors  of  dental  health 
programs. 

Hygienists  must  possess  a  high  degree  of  scientific  knowl- 
edge, skill  and  judgement.  Their  success  depends  upon  their 
knowledge  of  the  latest  techniques  and  research  and  on  their 
ability  to  apply  their  knowledge  and  skill  to  the  practice  of 
their  profession. 

For  these  reasons  students  are  encouraged  to  combine  the 
advantages  of  both  a  professional  and  liberal  arts  education 
and  to  set  the  baccalaureate  degree  as  their  goal. 

ADMISSION  REQUIREMENTS: 

The  general  admission  policies  established  by  Loyola  Uni- 
versity shall  be  followed.  Candidates  for  admission  should 
be  graduates  of  accredited  high  schools. 

Application   &   Application  Fee 

College  Entrance  Examination  Board  Test  Scores 

Dental  Hygiene   Aptitude   Test 

High  School  or  College  Transcript 

Three  letters  of  recommendation 

Personal  interview 
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CURRICULUM  OP  DENTAL  HYGIENE 

Bachelor  of  Science  in  Dental  Hygiene 


Course                                        Freshman 

Chemistry 

103- 
101-102 

-121 
201-202 
101-102 
111- 

-102 
103-104 

201-202 
221-222 
101-102 
101-102 
301-302 
201-202 

105-106 

101- 
-122 

115- 
-119 
-120 
-110 
-107 
-118 
Elec- 

317- 

Elec-Elec 
Elec-Elec 
Elec- 
-114 
130-135 
-121 
-122 
-124 
-117 
111- 
127- 

-129 
112- 

4 

English 

6 

Tlieology 

3 

Philosophy 

6 

Biology 

8 

Mathematics 

3 

Psychology  (101  or  102) 

3 

*Dental  Hygiene 

2 

Sophomore 

English 

35 
6 

Theology 

6 

Speech 

6 

Sociology 

6 

Philosophy 

6 

History  (101-102  or  201-202) 

...    .  ^         6 

JUNTIOR 
Basic  Science 

36 
6 

*Dental  Anatomy 

5 

Biology 

4 

^Histology  &  Embryology 

3 

*General  &  Oral  Pathology 

3 

*Clinical  Laboratory 

2 

*X-Ray 

2 

*Dental  Health  Education 

2 

*Nutrition  &  Dietetics 

2 

Theology 

3 

Philosophy 

3 

Senior 

Sociology 

35 
6 

Psychology 

6 

Theology 

3 

*Public  Health 

1 

*Clinic 

10 

*Pharmacology 

2 

*Practice  Management 
*State  Laws  &  Ethics 

*First  Aid  &  Hospital  Procedures 

*Periodontology 

*Pedodontics 

*Dental  Assisting 

*Dental  Materials 

-..__.-  2 
2 

37 
•Courses  offered  by  Curriculum  of  Dental  Hygiene. 
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CURRICULUM  OF  DENTAL  HYGIENE 
LIST  OF  STUDENTS,  1966-1967 

First  Year 
Class  of  1968 

Becnel,  Jane  Y Louisiana 

Braud,  Ellen  D Louisiana 

*DiLeo,  Donna  M Louisiana 

Dobson,    Carol   L Georgia 

Duke,  Shelia  M Louisiana 

Grose,   Cynthia  A .^Florida 

Hardy,  Dorothy  A Louisiana 

Hurst,  Peggy  K. Louisiana 

Jackson,  Diane  B Louisiana 

*Jaubert,  Ellen  R Louisiana 

Johnson,  Martha  D Louisiana 

Jordan,  Mary  L Georgia 

Joyner,  Paulette  S Mississippi 

Largay,   Mary  A Florida 

Lister,  Sandra  M Washington,  D.  C. 

Marks,   Norma  K. Florida 

Mathews,  Nena  C. —  Georgia 

Matrangos,  Sandra  M Georgia 

*Meixell,  Linda  L Alabama 

Mertens,  Jane  A Louisiana 

Meyer,  Bette  J Maryland 

Moran,  Charlene  G Florida 

Perez,   Bonnie   D. Louisiana 

Pfaff,  Pamela  J Illinois 

Roberts,  Paula  A Louisiana 

Roger,   Sheila  A Louisiana 

RoUey,  Donna  J Maryland 

Roy,  Mary  J Louisiana 

*Sanford,  Susann  Louisiana 

Seney,  Valerie  E Florida 

Sherman,  Karen  F Louisiana 

Smith,  Karen  E.  Louisiana 

Werling,  Vivian  E.  ...Louisiana 

Wilson,  Linda  C.  Louisiana 

Woelfel,  Linda  B.  Florida 


*Did  not  finish  the  year. 
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Second  Year 

Class  of  1967 

Armshaw,  Barbara  A.  Louisiana 

Barletta,   Katherine   M.... Louisiana 

Boudreaux,  Donna  M.  Louisiana 

Brousseau,   Elizabeth  C.   Louisiana 

Brown,  Bonnie  L.  ..._ Louisiana 

Cook,  Judith  D.  Florida 

Costigan,  Jean  M.  Florida 

Coverdale,  Dianne   Texas 

Delahoussaye,  Donna  F.  Louisiana 

Dupre,  Gwendolyn  M.  Louisiana 

* Fontenot,   Patsy  J.   Louisiana 

Foote,  Marcia  M.  Florida 

Hoffman,  Linda  M.  Florida 

Johnson,  Sandra  A.  Louisiana 

Levy,  Diane  M.  -__^ Louisiana 

Melancon,  Annie  L.  Louisiana 

Nicholas,   Linda  Louisiana 

Pitts,  Cheri  A.  Texas 

*Robbins,  Melody  J Florida 

*Rogers,  Gerry  L.  Florida 

Rosenbloum,   Sidney  L.  Florida 

Simmons,  Doris   J.   Louisiana 

Tamargo,  Sharon  A.  Florida 

Thompson,  Gail  E.  Louisiana 

Titus,  Margaret  C.  Georgia 

Ward,  Peggy  A.  Louisiana 

Wilson,  Mary  K.  Florida 


*Did  not  finish  the  year. 
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LIST  OF  STUDENTS 

FOUR  YEAR  DEGREE  PROGRAM 
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FRESHMEN 

Brandt,  Barbara  A. 
Brown,  Beverly  C. 
Elmer,  Ann  M. 
Favret,  Ruth  M. 
Gros,  Barbara  A. 
Hyde,  Ellen  R. 
King,  Lenette  M. 
Lukinovich,  Kathleen  M. 
Murray,  Margaret  A. 
Prados,  Antoinette  M. 
Smart,  Janet  A. 
Trapolin,  Jane  F. 
Zibilich,  Carolann  M. 


SOPHOMORES 

Chamberlin,  Marilee  J. 
Palmer,  Linda  L. 
Pizzolatto,  Rita  M. 
Zieman,  Monica  M. 

JUNIORS 

tCosse,  Christina 
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